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WSR 21-16-027 
PROPOSED RULES 
BOARD OF REGISTRATION 
FOR PROFESSIONAL ENGINEERS 
AND LAND SURVEYORS 
[Filed July 26, 2021, 8:04 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 20- 
16-109. 

Title of Rule and Other Identifying Information: Chapter 
196-09 RCW, Board practices and procedures. 

Hearing Location(s): On September 15, 2021, at 6:00 
p.m.; join via WebEx, meeting number (access code) 1774 35 
5700, meeting password r2pJmPVMV49; join by phone +1- 
415-655-0001 US Toll, +1-206-207-1700 United States Toll 
(Seattle). In response to the COVID-19 public health emer- 
gency, the board of registration for professional engineers 
and land surveyors will not provide a physical location for 
this hearing to promote social distancing and the safety of the 
citizens of Washington state. A virtual public hearing, with- 
out a physical space, will be held instead. The public may 
participate in the hearing by accessing the hearing link on the 
board's rule-making page https://brpels.wa.gov/about- 
us/laws-and-rules/rulemaking-activity or calling the phone 
number provided. 

Date of Intended Adoption: October 21, 2021. 

Submit Written Comments to: Shanan Gillespie, P.O. 
Box 9025, Olympia, WA 98507-9025, email Shanan.Gilles 
pie@brpels.wa.gov, by September 15, 2021. 

Assistance for Persons with Disabilities: Contact Shanan 
Gillespie, phone 360-664-1570, TTY 711 or 1-800-833- 
6388, email Shanan.Gillespie@brpels.wa.gov, by September 
14, 2021. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: Review and revi- 
sion of existing rules were initiated because of the 2019 leg- 
islation making the board of registration for professional 
engineers and land surveyors an independent state agency, 
which lead [led] to an overall review and update to Title 196 
WAC. 

Reasons Supporting Proposal: Changes to current lan- 
guage, and the addition of new language will help licensees, 
and the public understand agency processes, including adju- 
dicative proceedings, the complaint process, how to request 
public records, board member limitations, and change of 
address. 

Statutory Authority for Adoption: RCW 18.43.035. 

Statute Being Implemented: Chapter 18.43 RCW. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: Board of registration for profes- 
sional engineers and land surveyors, governmental. 

Name of Agency Personnel Responsible for Drafting: 
Shanan Gillespie, 605 11th Avenue S.E., Suite 201, Olympia, 
WA 98501, 360-664-1570; Implementation and Enforce- 
ment: Ken Fuller, 605 11th Avenue S.E. Suite 201, Olympia, 
WA 98501, 360-968-4805. 

A school district fiscal impact statement is not required 
under RCW 28A.305.135. 
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A cost-benefit analysis is not required under RCW 
34.05.328. The board of registration for professional engi- 
neers and land surveyors is not one of the agencies to which 
RCW 34.05.328 applies pursuant to RCW 34.05.328 (5)(a). 

This rule proposal, or portions of the proposal, is exempt 
from requirements of the Regulatory Fairness Act because 
the proposal: 

Is exempt under RCW 19.85.025(3) as the rules relate 
only to internal governmental operations that are not 
subject to violation by a nongovernment party; and 
rules adopt, amend, or repeal a procedure, practice, 
or requirement relating to agency hearings; or a fil- 
ing or related process requirement for applying to an 
agency for a license or permit. 


July 26, 2021 
Ken Fuller 
Director 


AMENDATORY SECTION (Amending WSR 04-04-001, 
filed 1/21/04, effective 2/21/04) 


WAC 196-09-010 Declaration of purpose. This chap- 
ter contains rules and administrative procedures for regular 
and special meetings, adjudicative proceedings ((keld-by)) 
hearings and reviews, public records and other activities of 
the board, board members and board staff in executing ((#s)) 
their responsibilities under chapters 18.43 and 18.210 RCW. 


NEW SECTION 


WAC 196-09-012 Definitions. The following defini- 
tions shall apply to this chapter: 

(1) "Adjudicative proceedings" are processes of admin- 
istrative review provided by the board and may be either a 
formal hearing before the full board including witness testi- 
mony or a simplified review by a single presiding officer 
without witness testimony. 

(2) "Administrative review" means an objective review 
of an initial enforcement or licensing decision made by board 
staff, to which any person adversely affected by such a deci- 
sion is entitled by law. 

(3) "Board administrative staff" or "board staff" means 
staff who perform the day-to-day operations and administra- 
tion for the board and who may make preliminary decisions 
on licensing and enforcement matters. 

(4) "Case manager" means a board member who pro- 
vides expertise and works with board staff on a specific 
licensing or enforcement matter and who will not participate 
in a judicial capacity on that matter. 

(5) "Presiding officer" means a member of the board 
who may preside over a full board hearing, conduct prehear- 
ing conferences, or perform a brief adjudicative proceeding. 

(6) "Respondent" means the person who has been named 
in a complaint and may request an administrative review of a 
board staff decision as described herein. 


NEW SECTION 


WAC 196-09-015 Complaint processing approach. 
The board processes complaints as follows: 
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(1) Anyone may submit a complaint against a licensed or 
unlicensed person alleging unprofessional conduct, unli- 
censed practice, or any other violations of chapter 18.43 or 
18.210 RCW. Complaints must be sworn to in writing and 
should include documentation of the alleged conduct. 

(2) Upon receipt of the complaint, board staff will send 
an acknowledgment of the complaint to the complainant. If 
the subject of the complaint ("respondent") is a licensee, the 
board will notify the licensee respondent that a complaint 
was filed against them and include a copy of the complaint 
documents. 

(3) Board staff will conduct an initial review of the com- 
plaint to determine whether the complaint raises a potential 
violation that would fall within the jurisdiction and purview 
of a potential board action. 

(a) If board staff determines there are no violations, the 
complaint is administratively closed, and the parties are noti- 
fied. 

(b) If board staff determines there is a potential violation, 
a formal investigation is opened, and an investigator and case 
manager are assigned. The respondent is notified, and a 
response to the allegations is requested. 

(4) The case manager will evaluate all documentation or 
comments received (the investigation file), may ask ques- 
tions, or call for further investigation. When the case man- 
ager completes their review of the documentation, they will 
draft a written report, which will result in either case closure, 
remedial counseling, expedited resolution, or issuance of 
statement of charges. 

(5) The board may resolve a complaint or investigation 
at any time during this process. 


NEW SECTION 


WAC 196-09-018 Right to administrative review. 
When the board makes an enforcement or licensing decision 
that negatively affects a licensee, applicant, or unlicensed 
practitioner under chapters 18.43 and 18.210 RCW, that per- 
son is entitled to request administrative review of the deci- 
sion pursuant to the Administrative Procedure Act, chapters 
34.05 RCW and 10-08 WAC. 


AMENDATORY SECTION (Amending WSR 98-12-045, 
filed 5/29/98, effective 7/1/98) 


WAC 196-09-020 Adjudicative proceedings. The 
Administrative Procedure Act, chapters 34.05 RCW and 10- 
08 WAC apply to all adjudicative proceedings under the 
jurisdiction of the board. ((Fhe-precedures-deseribedin 
Washington superior court civ rules 26 through 32 34, 36 
and37alse-apphy;)) 

Administrative review is performed by one of the fol- 
lowing types of adjudicative proceedings: 

(1) A formal adjudicative hearing before the entire board 
with the presentation of witness testimony and/or documen- 
tary evidence; or 

(2) A brief adjudicative proceeding (BAP) before a sin- 
gle presiding officer, which may be used for the review of 
simple matters where no witness testimony is needed. 

(3) An emergency adjudicative proceeding under RCW 
34.05.479, which may be used when there is an immediate 
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danger to the public health, safety, or welfare requiring 
immediate board action. 


AMENDATORY SECTION (Amending WSR 18-21-028, 
filed 10/5/18, effective 11/5/18) 


WAC 196-09-050 Brief adjudicative proceedings. (1) 
The board ((wHĦ)) may conduct brief adjudicative proceed- 
ings as provided ((fer)) in RCW 34.05.482 through 34.05.494 


"n mie AD aye Procedure ae ee 


48240-and 18.235 RCW administrative rules in -Fitle 196 
aaa aie ie Re Da E aio 


dee 


e 
hearings whenever _the board issues a statement of charges, 


re 18. 235 RCW. he Unifor Re galadion 6 asncesand 
ProfessionsAct.)) 

(2) Brief adjudicative proceedings may only be ((used+e 
determine)) allowed when a respondent challenges the fol- 


lowing ((issvesinehidine but netimitedte)) categories of 
board decisions: 
(a) ((Whetheran-appleant-has-satisfied termsforrent- 


statement ofatcense aftera period of Heense restriction, sus- 
pension, or revecation:)) A denial of application for licen- 
sure, including renewal, reinstatement, or denial of eligibility 
to take examinations; 


(b) (Whether an-appheantis eligible to sit for a profes- 
stonalticensing examination: 

(e) Whether-e-sanetion_propesed by the board is-appre- 
sated For ibesupumad het: 
(d)-Whether-an-appleantineects minimum requirements 


fer-aninitialorrenewalappleation: 
fe} -Whether—an_appleant_has_fatled the_professionat 
i f nee 


{E Whether)) A finding that a licensee has ((sufftetent)) 
failed to meet continuing ((edveation-eredits~vhenthe 


Heensee-submits-atrenewalappheation)) professional devel- 
opment requirements; 


(Ce) Whether an applicant or Heensee failed to cooperate 


hy Whether ant application-or Heenseeswas-convicted of 
the-appheant or teenseefrom held 
ine the specific Heense sought or held- 

G)}Whether-an-appleanter)) (c) A finding that a licensee 
has violated the terms of a final order or agreed order issued 
by the board or the board's designee; 

((G)-Whether)) (d) A finding that a person has engaged 
in false, deceptive, or misleading advertising((:)), or ((€9 
Whether-apersonhas)) engaged in unlicensed practice. 

((G Hr addition te the- situations enumerated tt-subsee- 
tien 2) of this section, the board may conduct brief adpudica- 
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ibeubs presented are iasues of lav, ot whoncver issues of fat 


provethe relevant facts.)) 


AMENDATORY SECTION (Amending WSR 18-21-028, 
filed 10/5/18, effective 11/5/18) 


WAC 196-09-055 Records required for brief adju- 
dicative proceeding. The records for the brief adjudicative 
proceeding ((shaH)) may include, but are not limited to: 


(1) (Renewalorreimstatementef)) License related deni- 


als: 

((*)) (a) All correspondence, including emails, between 
the applicant or respondent and the board ((abeutthe renewal 
orremstatement: 


*)) staff regarding an initial determination including cop- 


ies of applications, renewal notice(s) ((sentbythe department 


*)), denials, or appeals; 

(b) All documents received by the board from or on 
behalf of the applicant, licensee or respondent relating to 
information, payments, or explanations that have been pro- 
vided to the board((=)); 

((2)AppHeants for certificationAicensine: 

+ Original_complete applieation withalattaehments-as 


*)) (c) Copies ofall supplementary information related to 
application or complaint review by staff or board member; 

((*)) (d) All documents relied upon by board staff in 
reaching the initial determination ((ofHnelgibHity; 

+All correspondence _between_the—applHeant_and the 
board about the appheation or appeak 

eÐ): 

(e) Any other information that may be of assistance to 
the presiding officer in deciding the case. 

(2) Determination of compliance with previously issued 
board order: 

((*)) (a) The previously issued final order or agreement; 

((*)) (b) All reports or other documents submitted by, or 
at the direction of, the license holder, in full or partial fulfill- 
ment of the terms of the final order or agreement; 

((*)) (c) All correspondence between the license holder 
and the ((pregram)) board regarding compliance with the 
final order or agreement; and 

((*)) (d) All documents relied upon by the ((pregrans)) 
board showing that the license holder has failed to comply 
with the previously issued final order or agreement. 


AMENDATORY SECTION (Amending WSR 04-04-001, 
filed 1/21/04, effective 2/21/04) 


WAC 196-09-060 Procedures for brief adjudicative 
proceedings. A brief adjudicative proceeding ((shal-be held 
) is conducted by a presiding officer 

as designated by the board chair. The presiding officer shall 
have knowledge and experience in the administrative pro- 
cesses of the board and the requirements of the provisions for 
a brief adjudicative proceeding as provided ((fee)) in chapter 
34.05 RCW and WAC 196-09-050 through 196-09-060, but 
shall not have participated in the determination or action 
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under review. Except as may be otherwise required by the 
presiding officer, the following procedures shall apply: 


(1) ((Fhe-petitioner)) Both parties shall ((present-pet- 


toners position inwriting in accordance with the process and 
sehedule established)) provide any written statements, expla- 
nations, documents, emails, and other information they feel 
might be relevant as instructed by the presiding officer. 

(2) In unique circumstances, during the administrative 
review, the presiding officer may ((aeeept-erat)) ask ques- 


tions and take testimony ((and/erargument)) of the respon- 
dent_and the board staff, as necessary to supplement the 


record. 

(3) No other witnesses may appear to testify. If the pre- 
siding officer determines that witnesses are needed to make a 
decision, the proceeding will be converted into a formal hear- 
ing. 

(4) (Gn-additiontothe-written +ecord,)) The presiding 
officer may ((empley-agency-expertise-as-a basis forthe deci 
sien)) convert the brief adjudicative proceeding into a formal 
hearing if they determine, for any reason, that a formal hear- 


ing is needed. 
(5) At the time any unfavorable action is taken, the pre- 


siding officer (wil net issue-an-oral order at the time ofthe 

)) may serve upon each party a 
preliminary brief statement of the reasons for the decision. 
Within ten days of the ((finaldate-established-by)) prelimi- 
nary statement, te eae oe e 


officer svill-enter)) ‘shall give the parties a written ((initial)) 


order containing the findings and conclusions supporting the 
decision and information about any internal administrative 
review available. 

(6) The brief written statement is an initial order. If no 
review is taken of the initial order as authorized by RCW 
34.05.488 and 34.05.491, the initial order shall be the final 
order. 


AMENDATORY SECTION (Amending WSR 04-04-001, 
filed 1/21/04, effective 2/21/04) 


WAC 196-09-100 Investigative cost reimbursement. 
The reimbursement of investigative costs may be ordered by 
the board if the adjudicative process has resulted in a ((fi#d- 

ine-by the board that identifies-conduct-hich is-considered 


cade oe prices E 
errevecation of the Heensete-practice)) board order. Costs 
subject to reimbursement are those expenses paid by the 
board during the investigation process, such as expert or con- 
sultant witness contracts. 

In addition, the disciplinary authority may impose a civil 
fine in an amount not exceeding one thousand dollars for 
each day upon which a person engaged in the unlicensed 
practice of a profession or operation of a business for which a 
license is required by one or more of the chapters specified in 
RCW 18.235.020; chapters 18.43 and 18.210 RCW. 


AMENDATORY SECTION (Amending WSR 04-04-001, 
filed 1/21/04, effective 2/21/04) 


WAC 196-09-110 Cooperation with board investiga- 
tion. In the course of an investigation and request by the 
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board under its authority in chapter 18.43 RCW, a licensee or 
registrant must provide access to any papers, records, or doc- 
uments in their possession or accessible to them that pertain 
to the allegations in a complaint or investigation, and may 
provide a written explanation addressing such complaint/ 
investigation or other information requested by the board. A 
facility related to a complaint or investigation shall be made 
accessible by the licensee during regular business hours. 


AMENDATORY SECTION (Amending WSR 06-22-032, 
filed 10/25/06, effective 11/25/06) 


WAC 196-09-130 Board member limitations—Con- 
tract selection. (1) When a member of the board of registra- 
tion for professional engineers and land surveyors (Board) is 
beneficially interested, directly or indirectly, in a contract, 
sale, lease, purchase or grant that may be made by, through, 
or is under the supervision of the board in whole or in part, or 
when the member accepts, directly or indirectly, any com- 
pensation, gratuity, or reward from any other person benefi- 
cially interested in such contract, sale, lease, purchase or 
grant, the member must: 

(a) Exclude him or herself from the board discussion 
regarding the specific contract, sale, lease, purchase or grant; 

(b) Exclude him or herself from the board vote on the 
specific contract, sale, lease, purchase or grant; and 

(c) Refrain from attempting to influence the remaining 
board members in their discussion and vote regarding the 
specific contract, sale, lease, purchase or grant. 

(2) The prohibition against discussion set forth in sec- 
tions (a) and (c) may not prohibit the member of the board 
from using his or her general expertise to educate and provide 
general information on the subject area to the other members. 


((@) Under subsection (Hany other person” has-aben- 


eficial interest in-a-_contract _sale_tease_purchase-or srant 


ston, Paes ene ie ee 


AMENDATORY SECTION (Amending WSR 06-22-032, 
filed 10/25/06, effective 11/25/06) 


WAC 196-09-131 Board member limitations— 
((Fransaetions)) Board actions. (1) When a member of the 
board of registration for professional engineers and land sur- 
veyors (Board) either owns a beneficial interest in or is an 
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officer, agent, employee or member of an entity or individual, 
which is ((engagedin-atransactioninveline the)) subject to 
a board action, the member must: 

(a) ((Exetade)) Recuse him or herself from the board dis- 
cussion regarding the specific ((transactien)) action; 

(b) ((Exelade)) Recuse him or herself from the board 
vote on the specific ((transactien)) action; and 

(c) Refrain from attempting to influence the remaining 
board members in their discussion and vote regarding the 
specific ((transactten)) action. 

(2) The prohibition against discussion and voting set 
forth in sections (a) and (c) may not prohibit the member of 
the board from using his or her general expertise to educate 
and provide general information on the subject area to the 
other members. 

(3)((€)}“Fransactioninveline the—beardimeans—a)) 
"Board action" may include any of the following: 

(a) An investigation or adjudicative proceeding((;)); 

(b) Application((;)) or submission((;)); 

(c) Request for a ruling or other determination((eex- 
traet,claimease_orother-similar matter that the member in 


Hs, er-will be, the subject of board action:or 
Gds-onete-which the beard is-or-witl be-a-party;or 


that isthe baste for the elem ease; orlewauit Rulemakings 


(y Boardaction meas any -aeten on she part oP Re 


beardinehidinge but netimited te: 

fa}-A)) decision, ((determinatien;)) finding, ruling, or 
order; ((and 

(6}4)) or 

(d) Monetary grant, payment, or award((;Heense;-con- 
tract transaction, sanction, or 
or failure to aeth PS toa decision, determination, 


ing serviees-provided by aceh engineer's effice—One-of 


the members-of the board sits-onthat county's planning eom- 

A a or del ; 7 
beard in eae discussion oe nee pte vith 
tion)). 


AMENDATORY SECTION (Amending WSR 06-22-032, 
filed 10/25/06, effective 11/25/06) 


WAC 196-09-135 Reporting of board member 
recusal. ((G))) If exclusion or recusal occurs pursuant to 
WAC 196-09-130 or 196-09-131, the member of the board 
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should disclose to the public the reasons for his or her exclu- 
sion or recusal from any board action whenever ((reeusat)) it 
occurs. The board staff should record each instance of exclu- 
sion or recusal and the basis for ((the-exehisien)) it in the 
minutes of the board meetings. 


NEW SECTION 


WAC 196-09-150 Public records. All public records of 
the board are available for public inspection and copying pur- 
suant to these rules and applicable state law (chapter 42.56 
RCW), as follows: 

(1) Inspection of records. Public records are available for 
inspection and copying during normal business hours of the 
office of the Washington state board of registration for pro- 
fessional engineers and land surveyors. Records may be 
inspected at the board's office when the requestor has been 
notified of the availability of the requested documents and an 
appointment is made with the public records officer. 

(2) Records index. An index of public records, consisting 
of the retention schedules applicable to those records, is 
available to members of the public at the board's office. 

(3) Organization of records. The board maintains its 
records in a reasonably organized manner. The board will 
take reasonable actions to protect records from damage and 
disorganization. A requestor shall not take original records 
from the board's office. A variety of records are also available 
on the board's website at https://brpels.wa.gov/. Requestors 
are encouraged to view the documents available on the web- 
site prior to submitting a public records request. 

(4) Making a request for public records. 

(a) Any person wishing to inspect or obtain copies of 
public records should make the request using the board's pub- 
lic records request form available on the board's website or in 
writing by letter or email addressed to the public records offi- 
cer. Written request must include the following information: 

(i) Date of the request. 

(ii) Name of the requestor. 

(iii) Address of the requestor and other contact informa- 
tion, including telephone number and any email addresses. 

(iv) Clear identification of the public records requested 
to permit the public records officer or designee to identify 
and locate the records. 

(b) The public records officer may also accept requests 
for public records by telephone or in person. If the public 
records officer or designee accepts an oral or telephone 
request, he or she will confirm receipt of the request and the 
details of the records requested, in writing, to the requestor. 

(c) If the requests received in (a) or (b) of this subsection 
are not sufficiently clear to permit the public records officer 
to identify the specific records requested, the public records 
officer will request clarification from the requestor in writing. 

(d) If the requestor wishes to have copies of the records 
made instead of simply inspecting them, he or she should 
make that preference clear in the request. Copies will be 
made by the board's public records officer or designee. 

(e) When fulfilling public records requests, the board 
will perform its public records responsibilities in the most 
expeditious manner consistent with the board's need to fulfill 
its other essential functions. 
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(f) By law, certain records and/or specific content of any 
specific record or document may not be subject to public dis- 
closure. Accordingly, a reasonable time period may occur 
between the date of the request and the ability of the public 
records officer to identify, locate, retrieve, remove content 
not subject to disclosure, prepare a redaction log that includes 
the specific exemption, a brief explanation of how the 
exemption applies to the records or portion of the records 
being withheld, and produce the records for inspection and/or 
copying. The requestor will be kept informed of the expected 
delivery timetable. 

(g) If the request includes a large number of records, the 
production of the records for the requestor may occur in 
installments. The requestor will be informed, in writing, of 
the board's anticipated installment delivery timetable. 

(h) In certain instances, the board may notify affected 
third parties to whom the record relates. This notice allows 
the affected third party to seek an injunction within fifteen 
days from the date of the written notice. The notice further 
provides that release of the records to the requestor will be 
honored unless timely injunctive relief is obtained by the 
affected third party on or before the end of the fifteen-day 
period. 

(i) Requests for lists of credentialed individuals by edu- 
cational organizations and professional associations: In order 
to obtain a list of individuals under the provisions of RCW 
42.56.070(8), educational organizations and professional 
associations must provide sufficient information to satisfy the 
board that the requested list of individuals is primarily for 
educational and professionally related uses. 

Board forms are available on the board's website or upon 
request. 


NEW SECTION 


WAC 196-09-160 Change of address—Board notifi- 
cation. All licensees in this state must notify the board in 
writing within thirty days of any change of mailing address or 
email address. Corporations and LLCs licensed in this state 
must notify the board of any opening, closing, or relocation 
of the main office or a branch office in this state. 


WSR 21-16-028 
PROPOSED RULES 
BOARD OF REGISTRATION 
FOR PROFESSIONAL ENGINEERS 
AND LAND SURVEYORS 
[Filed July 26, 2021, 8:09 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 20- 
16-107. 

Title of Rule and Other Identifying Information: Chapter 
196-12 WAC, Registered professional engineers. 

Hearing Location(s): On September 15, 2021, at 6:00 
p.m., join via WebEx meeting number (access code) 1774 35 
5700, meeting password r2pJmPVMV49; join by phone +1- 
415-655-0001 US Toll, +1-206-207-1700 United States Toll 
(Seattle). In response to the COVID-19 public health emer- 
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gency, the board of registration for professional engineers 
and land surveyors will not provide a physical location for 
this hearing to promote social distancing and the safety of the 
citizens of Washington state. A virtual public hearing, with- 
out a physical space, will be held instead. The public may 
participate in the hearing by accessing the hearing link on the 
board's rule-making page https://brpels.wa.gov/about- 
us/laws-and-rules/rulemaking-activity or calling the phone 
number provided. 

Date of Intended Adoption: October 21, 2021. 

Submit Written Comments to: Shanan Gillespie, P.O. 
Box 9025, Olympia, WA 98507-9025, email Shanan.Gilles 
pie@brpels.wa.gov, by September 15, 2021. 

Assistance for Persons with Disabilities: Contact Shanan 
Gillespie, phone 360-664-1570, TTY 711 or 1-800-833-5388 
[6388], email Shanan.Gillespie@brpels.wa.gov, by Septem- 
ber 14, 2021. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: Changes to chap- 
ter 196-12 WAC, professional engineers are necessary due to 
updates to chapter 18.43 WAC in 2019, and to clarify the pro- 
cesses and requirements for licensure as a professional engi- 
neer in Washington. This rule change will impact all appli- 
cants applying for licensure as a professional engineer or 
structural engineer in Washington, but they will have no 
additional costs to implement and comply. 

Reasons Supporting Proposal: The amendments, and 
new sections, better define the requirements for licensure, the 
different ways an applicant can apply for licensure, and 
allows more flexibility to the board to consider different 
types of education and experience that do not follow the "nor- 
mal" path to licensure. 

Statutory Authority for Adoption: RCW 18.43.035. 

Statute Being Implemented: RCW 18.43.040. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: Board of registration for profes- 
sional engineers and land surveyors, governmental. 

Name of Agency Personnel Responsible for Drafting: 
Shanan Gillespie, 605 11th Avenue S.E., Suite 201, Olympia, 
WA 98501, 360-664-1570; Implementation and Enforce- 
ment: Ken Fuller, 605 11th Avenue S.E., Suite 201, Olympia, 
WA 98501, 360-968-4805. 

A school district fiscal impact statement is not required 
under RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 
34.05.328. The board of registration for professional engi- 
neers and land surveyors is not one of the agencies to which 
RCW 34.05.328 applies pursuant to RCW 34.05.328 (5)(a). 

This rule proposal, or portions of the proposal, is exempt 
from requirements of the Regulatory Fairness Act because 
the proposal: 

Is exempt under RCW 19.85.025(3) as the rules adopt, 
amend, or repeal a procedure, practice, or require- 
ment relating to agency hearings; or a filing or 
related process requirement for applying to an 
agency for a license or permit. 


July 26, 2021 
Ken Fuller 
Director 
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AMENDATORY SECTION (Amending WSR 04-04-001, 
filed 1/21/04, effective 2/21/04) 


WAC 196-12-005 Declaration and purpose. This 
chapter contains rules and procedures for applications, exam- 
inations, experience, education, and eligibility ((and-exam- 
inatiens)) to ((be)) become licensed as professional engi- 
neers. 


AMENDATORY SECTION (Amending WSR 18-10-085, 
filed 5/1/18, effective 6/1/18) 


WAC 196-12-010 ((Registratien)) Licensure require- 
ments for all applicants—Initial licensure and licensed in 
another jurisdiction. To become licensed as a professional 
engineer in the state of Washington, whether you are apply- 
ing for an initial license or you possess a license in another 
jurisdiction, you must meet the requirements for experience 
and examinations described below, which need not be com- 
pleted within the state of Washington: 

(1) Experience: Have eight years of experience in engi- 
neering work of a character satisfactory to the board: 


(a) The eight years ((efexpertence)) may be a combina- 
tion of education and ((praeticat)) work experience. ((Under 
lei ; cf e odueati 


(bacealaureate-and-master's-degrees-+ 
granted toward the eight-year requirement) ) 

(b) The eight years of experience must be broad 
based((;)) and progressive ((expertenee)) to include gaining 
knowledge and comprehension of engineering subjects and 
applying engineering principles. 

(2) ((Reeetve-a)) Examination requirements: An appli- 
cant must have received passing scores on two stages of 
examination(s). One must test the fundamentals of engineer- 
ing and the other must test the principles and practice of engi- 
neering. Exam results must be independently verified by a 
NCEES member board, or a board approved foreign jurisdic- 
tion. 

(a)(i) Fundamentals of engineering examination must 
meet the following requirements: 

(ii) The examination must be either: 

(A) The National Council of Examiners for Engineering 
and Surveying (NCEES) fundamentals-of-engineering (FE) 
examination((-Orhave-acurrenticense-as-a-Canadian-_pro- 
fessional_engineer_(PEng), and having received «passing 
seore-on the Engineers Canada Professional Practice Exam- 
ination PPE} 

G}Recetve-a- passing seore- on the NCEES)): or 

(B) An equivalent examination as determined by the 
board which tests the applicant's knowledge of appropriate 
fundamentals of engineering subjects including mathematics 
and the basic sciences as defined in RCW 18.43.040 (1)(b)(i). 

(b) Principles and practice of engineering ((@))) 
examination((: 

(4))): 

The principles and practice of engineering (PE) exam- 
ination must be either the examination administered by 
NCEES, or an equivalent examination as determined by the 
board. 


(3) Additional licensure requirements: 
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An applicant must meet the following additional require- 
ments for licensure: 

(a) Receive a passing score on the Washington law 
review; 

((6) -Be-of geod—character_and reputation)) (b) Fully 
complete the application form to the satisfaction of the board; 
and 


(()Paymentef)) (c) Pay all applicable fees. 


(Exam results must be independently verified bythe 
NCEES-memberbeard—or 


association that eranted approvalte take the exam: )) 


NEW SECTION 


WAC 196-12-013 FE examination application. (1) 
ABET accredited degree applicants. For those who have 
attended ABET accredited degree programs and now have 
reached senior standing, applications to take the FE examina- 
tion may be completed online directly with NCEES. Appli- 
cants should list the state of Washington as their licensing 
state. 

(2) All other applicants. Those who do not meet the 
requirements of subsection (1) of this section must fill out the 
FE exam application provided on the board website, https:// 
brpels.wa.gov/, demonstrate they meet the requirements, pro- 
vide required documentation, and be approved by the board 
to take the examination. 

Further details on education experience records are pro- 
vided under WAC 196-12-021. 


NEW SECTION 


WAC 196-12-014 PE licensure application form. The 
board has a single application form for PE licensure in the 
state of Washington. This application form must be used by 
all applicants including those applying for the PE exam and 
licensure concurrently, those who have already taken the PE 
examination in another jurisdiction but have not obtained 
their initial license, and those who are already licensed in 
another jurisdiction and are seeking a license in Washington 
state. 

(1) Current PE examination and licensure applica- 
tions: Applicants who have not taken the PE examination 
will apply for both the PE examination and licensure on the 
application form. In order to be approved by the board to take 
the PE examination, the applicant must complete all sections 
of the form, except the date and location of taking the PE 
exam, and must otherwise meet all of the qualifications for 
licensure. Upon passing the PE examination, the applicant is 
also qualified for licensure. 

Applications for PE examination and licensure must be 
received at the board's address with the applicable fee by the 
date posted on the board's website. 

(2) All other applicants for PE licensure in Washing- 
ton state. All other applicants applying for licensure in the 
state of Washington, including those who are licensed in 
another jurisdiction or have passed the Principles & Practices 
of engineering examination but have not obtained their initial 
license, must complete all sections of the application form 
provided by the board. 
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(a) All applicants must provide information on the appli- 
cation form that demonstrates they meet all requirements for 
licensure. This includes work experience requirements, edu- 
cation requirements, and examination requirements as 
detailed in WAC 196-12-010, 196-12-020, and 196-12-021; 
and RCW 18.43.040. 

(b) All applicants must provide the following documents 
to verify these requirements: 

(i) Education experience records - Official transcripts or 
the equivalent, showing all grades and degrees. 

(ii) Work experience records - Completed form titled 
"Professional Engineering Experience Verification" which 
includes no only work experience information and details but 
also verifications of work experience by supervisors or other 
verifiers. 

(iii) Verification of licensing in any other jurisdiction(s), 
if any. 

(iv) Verification of passing the FE examination or its 
equivalent (if any) and verification of passing the PE exam- 
ination or its equivalent (if any). 


AMENDATORY SECTION (Amending WSR 08-11-100, 
filed 5/20/08, effective 7/1/08) 


WAC 196-12-020 Work experience records. The fol- 
lowing criteria will be used in evaluating an applicant's expe- 
rience record: 

(1) Work experience will be approved based on a 
demonstration of competency and progressive responsibility 
in the analysis, synthesis and evaluation of engineering con- 
cepts and data, under the direct supervision of a person autho- 
rized by chapter 18.43 RCW or other applicable statute to 
practice engineering. Under the general guidance and direct 
supervision of an authorized professional, the applicant must 
be in a position of making independent judgments and deci- 
sions in the following experience areas: 

(a) Formulating conclusions and recommendations; 

(b) Identifying design and/or project objectives; 

(c) Identifying possible alternative methods and con- 
cepts; 

(d) Defining performance specifications and functional 
requirements; 

(e) Solving engineering problems; 

(£) Interacting with allied professionals ((frem—ether 


> 
(g) Effectively communicating recommendations and 
conclusions; 
(h) Demonstrating an understanding and concern for 
energy/environmental considerations, socioeconomic 
impact, and sustainability of resources. 


(2) ((Fhe-branch-of structural engineering requires-spe- 


cialized work experienceto-protect the _ public safetyFe be 
eligible totake the structural license -examination,an-appH- 
eantmust have-at least twe-years_of progressive responsibH- 
tty-in-structural engineering -expertence—These two-years-of 


ee 
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tsa anata ve mee run oricial secret 


@))) Engineering teaching may be considered satisfac- 
tory experience up to a maximum of two years at the discre- 
tion of the board. 


(EÐ) (3) Applied research is considered satisfactory 
experience when it meets the following conditions: 


(a) The research must be conducted under the guidance 
or supervision of a ((Heensed)) professional engineer. For the 
purposes of this subsection, guidance or supervision means 
being cognizant of all applicable aspects of the work and a 
reviewer of all applicable reporting documentation. 


(b) The principal result(s) of the research are in a pub- 
lished report or a recognized engineering journal article in 
which the applicant is the ((fst)) primary author or the work 
is adequately documented and available to the board upon 
request. 


(6) (4) For military engineering experience to be con- 
sidered acceptable, it should be similar to engineering experi- 
ence that would be gained in a nonmilitary environment as 
defined in subsection (1) of this section, and such experience 
must be verified. 


on pen engine ie O PENSEES onde 


chapters 18-43 and 18-235 RCW. or Title 196 WAC-will-not 


be-counted toward the statutory experience requirement: )) 


AMENDATORY SECTION (Amending WSR 14-07-106, 
filed 3/19/14, effective 4/19/14) 


WAC 196-12-021 Education experience records. 
Official transcripts must be sent to the board's office for ((f4H 


education-experience-eredit)) review and approval. 


(1) A baccalaureate degree i in engineering ina program 
accredited by (( 
(EAC) ef)) the accreditation board for engineering and tech- 
nology (ABET) is equivalent to four years of required expe- 
rience. Satisfactory completion of each year of such an 
approved program is equivalent to one year: of experignge: 


G) napprovedfouryears+n)) A degree in engineering 
from a non-ABET accredited engineering program ((awt})) 
may be given ((ameximuntefthree)) four years at the discre- 


tion of the board. The board will determine if the degree is 
satisfactory to the board to award years of experience. 


(E) (3) No more than one year may be granted for 
alan engineering courses aa 


(3) ofthis section). 
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(6) (4) A baccalaureate degree in a nonengineering 
program will be given a maximum of two years of experi- 
ence. 


(He the degree is followed by a graduate degree in engi- 
Hoere rte ese ager wes esr neh Sueur Padet 


ORE EE SEAS EAE, 
granted for this combination of education. 


€6))) (5) An associate degree in engineering from an 
approved program may be equivalent for up to two years of 
experience. 


For ie purpose sof this bee Sas ever time 
means:)) (6) Sporadic engineering related education may be 


considered as experience by the board at its discretion. For 

example, one or two engineering classes taken at a time, often 
at different schools; ((seminars--werksheps-and)) and/or 
classes taken through industry ((and)) or the military may 
count as experience. In ((erderte-determinethe-appropriate 
amountefexperience;)) evaluating this type of education, the 
board will ((be-cempared)) compare the courses taken to col- 
lege coursework in a baccalaureate of engineering ((techne+ 
egy)) degree program. 

((€8)-Fhe-boardnay an engineering degree_pre- 

(a) A number of foreign degree programs are included in 
mutual recognition agreements entered into by ABET with 
other accrediting authorities. Applicants with a degree from 
one of these programs will be evaluated ((#-accordanceswith 
subsections and 2) of this-seetion)) by the board. 

(b) Applicants having engineering degrees from pro- 
grams in countries that are not ABET accredited will be 
required to have their transcripts evaluated by a transcript 
evaluation service approved by the board. This evaluation 
will be performed at the applicant's expense, and the appli- 
cant will be responsible for submitting all necessary informa- 
tion to the evaluation service. The board will use the evalua- 


tion to determine if the foreign degree is ((equivatentte-an 
ABET aceredited degree the board determinesthatthe 


degreeis_equtvalent experience will be sranted in accor 
dance-with subsection (Her (2)-0f this section: i the-beard 
BET lited-d “a ; c ; 


expertencewill be granted in accordanee-with subsection GB) 
efthis-seetion)) satisfactory to the board to award years of 
experience. 


(c) An applicant with an undergraduate degree from a 
foreign program that is not ABET accredited, can waive the 
requirement for a degree evaluation if they have a graduate 
degree in engineering from a school that has an ABET 
accredited undergraduate engineering degree program in the 
same discipline as the graduate degree. ((No-more-than four) ) 
Years of experience will be (( 
educatien)) determined at the discretion of the board. 

((€9)) (7) Any other education ((wH})) may be taken into 
account and evaluated on its merits by the board. 

(®©) (8) Work experience gained between semesters 
or quarters or during summers while enrolled in an approved 
curriculum ((wil-be-considered_part-ofthe-educational-pre- 
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)) may be counted as experience at the dis- 


cretion of the board. 


AMENDATORY SECTION (Amending WSR 14-07-106, 
filed 3/19/14, effective 4/19/14) 


WAC 196-12-030 ((Prineiples-and-practiee)) Addi- 
tional branches of engineering (a Ho AGES 


E places ax approved by the board.) A efotessional 
engineer with a current registration in the state of Washing- 
ton that is seeking to become licensed in an additional branch 
of engineering must pass the principles and practice examina- 
tion for that additional branch. 


AMENDATORY SECTION (Amending WSR 18-10-085, 
filed 5/1/18, effective 6/1/18) 


WAC 196-12-045 Registration of applicants licensed 
in other jurisdictions. Licenses may be issued only in the 
branches of engineering ((effered)) currently recognized by 
the board. The board has discretion to issue a license to an 
out-of-state licensee who meets the following requirements: 

(1) Completes ((a#)) the application ((enferms)) form 
provided by the board including supporting documentation, 
as listed in WAC 196-12-010, 196-12-014, 196-12-020, 196- 
12-021, and pays the appropriate fee; 

(2) Holds a currently valid license in a board recognized 
licensing jurisdiction in a state, territory, possession, district, 
or foreign country; and 

(3) Meets minimum requirements for licensure as deter- 
mined by the board under WAC 196-12-010 and 196-12-014, 
including testing that adequately measures the fundamentals 
of engineering and principles and practice of engineering. 


AMENDATORY SECTION (Amending WSR 18-10-085, 
filed 5/1/18, effective 6/1/18) 


WAC 196-12-047 Structural licensing requirements. 
The branch of structural engineering requires specialized 
work experience to protect the public health, safety, and wel- 
fare. To be licensed as a structural engineer, an applicant 
must: 

(1) Be currently licensed as a professional engineer in 
Washington state; 

(2) Have at least two years of progressive responsibility 
in structural engineering experience in addition to the eight 
years of engineering experience required to be registered as a 
professional engineer. The structural experience should: 

(a) Demonstrate the applicant's ability to design building 
structures or nonbuilding structures integrated within "signif- 
icant structures” as defined i in RCW 18.43.020((G4-and 


ede HBG) Seismic Desien 
CategoryD-or-above)) (12); 

(b) Be progressive in difficulty and magnitude; 

(c) Demonstrate breadth and depth of seismic design 
((subjeect-matter)) and detailing experience for projects in 
seismic regions similar to those located in Washington state; 

(d) Incorporate two of the four common construction 
materials (steel, concrete, wood, and masonry); 


[9] 
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(e) Reflect ability to design and apply structural engi- 
neering principles that show sound judgment on projects 
involving public health, safety, and welfare; 

(f) Be supervised by a licensed professional engineer in 
the branch of structural engineering or a licensed professional 
engineer with substantial structural engineering work experi- 
ence for projects in seismic regions similar to those located in 


Washington state; and 
(3) Pass a board approved structural exam. 


AMENDATORY SECTION (Amending WSR 08-11-100, 
filed 5/20/08, effective 7/1/08) 


WAC 196-12-055 Permit for temporary practice. 
Any nonresident engineer who intends to practice engineer- 
ing in the state of Washington on a temporary basis must pro- 
vide the board with the following before starting any work: 

(1) A completed application with applicable fees. 

(2) Dates work is to be started. 

(3) Name and address of client. 

(4) Description and location (address) of project. 

(5) Name and contact information for local permitting 
authority. 

Plans, specifications, and reports prepared by the nonres- 
ident engineer must be signed, dated, and stamped with their 
professional seal. A copy of the permit issued by this board 
shall be attached to the engineering documents submitted for 
approval or building permit. 


AMENDATORY SECTION (Amending WSR 08-11-100, 
filed 5/20/08, effective 7/1/08) 


WAC 196-12-065 Retired status. A professional engi- 
neer having reached the age of sixty-five and having discon- 
tinued active practice as a professional engineer may be eligi- 
ble for retired status. "Active practice" is defined as exercis- 
ing direct supervision and control over any professional 
engineering activity as defined in RCW 18.43.020(5). 

(1) Request for retired status. Upon approval, a request 
for retired status will be granted effective the next scheduled 
renewal date. 

(2) A licensee on retired status may: 

(a) Retain the board issued wall certificate of registra- 
tion; 

(b) Use the title "retired professional engineer" or "PE- 
retired" or "SE-retired" as appropriate; 

(c) Work as an engineer in a volunteer capacity, provided 
that the retired licensee does not create an engineering docu- 
ment or use their seal; 

(d) Provide experience verifications and references for 
persons seeking registration; 

(e) Serve as an instructor for engineering related courses; 

(f) Provide services as a technical expert before a court, 
or in preparation for pending litigation, on matters directly 
related to engineering work performed by the licensee; 

(g) Serve in a function that supports the principles of reg- 
istration and/or promotes the profession of engineering, such 
as members of commissions, boards or committees; 

(h) Serve in an engineering capacity as a "good samari- 
tan." The state laws governing such activity are RCW 38.52.- 
195 and 38.52.1951 and chapter 18.43 RCW. 
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(3) A licensee on retired status must not: 

(a) Perform any engineering activity, as provided for in 
RCW 18.43.020(5), unless the activity is under the direct 
supervision of a licensed professional engineer with an active 
registration in Washington; 

(b) Act as the designated engineer for a corporation or 
limited liability company; 

(c) Apply their professional engineers seal to any plan, 
specification, ((plat)) or report. 

(4) Certificate of registration reinstatement. A retired 
licensee may resume active engineering practice with pay- 
ment of the current renewal fee. 

(5) Exemptions. A licensee is not eligible for retired sta- 
tus if their license to practice is under board ordered sanction. 
This exemption exists until the sanctions have been lifted or 
satisfied by the board. 


REPEALER 


The following sections of the Washington Administra- 
tive Code are repealed: 


WAC 196-12-011 
WAC 196-12-012 Reexamination requirements. 


Application requirements. 


WSR 21-16-029 
PROPOSED RULES 
BOARD OF REGISTRATION 
FOR PROFESSIONAL ENGINEERS 
AND LAND SURVEYORS 
[Filed July 26, 2021, 8:14 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 20- 
06-023. 

Title of Rule and Other Identifying Information: Chapter 
196-20 WAC, Engineers-in-training. 

Hearing Location(s): On September 15, 2021, at 6:00 
p.m., join via WebEx, meeting number (access code) 1774 35 
5700, meeting password r2pJmPVMV49; join by phone +1- 
415-655-0001 US Toll, +1-206-207-1700 United States Toll 
(Seattle). In response to the COVID-19 public health emer- 
gency, the board of registration for professional engineers 
and land surveyors will not provide a physical location for 
this hearing to promote social distancing and the safety of the 
citizens of Washington state. A virtual public hearing, with- 
out a physical space, will be held instead. The public may 
participate in the hearing by accessing the hearing link on the 
board's rule-making page https://brpels.wa.gov/about- 
us/laws-and-rules/rulemaking-activity or calling the phone 
number provided. 

Date of Intended Adoption: October 21, 2021. 

Submit Written Comments to: Shanan Gillespie, P.O. 
Box 9025, Olympia, WA 98507-9025, email Shanan.Gilles 
pie@brpels.wa.gov, by September 15, 2021. 

Assistance for Persons with Disabilities: Contact Shanan 
Gillespie, phone 360-664-1570, TTY 711 or 1-800-833- 
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6388, email Shanan.Gillespie@brpels.wa.gov, by September 
14, 2021. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: The title of this 
chapter is being changed to better reflect the subject matter it 
covers. The proposed title is fundamentals of engineering 
exam and engineers-in-training. Changes were made to exist- 
ing rules to clarify eligibility requirements to take the funda- 
mentals of engineering examination and applying for certifi- 
cation as an engineer-in-training in Washington. 

Reasons Supporting Proposal: Changes to the current 
language will allow more flexibility to the board to consider 
different types of education and experience for individuals 
that do not have an accredited engineering degree, and it 
allows individuals that have passed the fundamentals of engi- 
neering exam in another state to apply to become certified as 
an engineer-in-training in Washington. 

Statutory Authority for Adoption: RCW 18.43.035. 

Statute Being Implemented: RCW 18.43.040. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: Board of registration for profes- 
sional engineers and land surveyors, governmental. 

Name of Agency Personnel Responsible for Drafting: 
Shanan Gillespie, 605 11th Avenue S.E., Suite 201, Olympia, 
WA 98501, 360-664-1570; Implementation and Enforce- 
ment: Ken Fuller, 605 11th Avenue S.E., Suite 201, Olympia, 
WA 98501, 360-968-4805. 

A school district fiscal impact statement is not required 
under RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 
34.05.328. The board of registration for professional engi- 
neers and land surveyors is not one of the agencies to which 
RCW 34.05.328 applies pursuant to RCW 34.05.328 (5)(a). 

This rule proposal, or portions of the proposal, is exempt 
from requirements of the Regulatory Fairness Act because 
the proposal: 

Is exempt under RCW 19.85.025(3) as the rules adopt, 
amend, or repeal a procedure, practice, or require- 
ment relating to agency hearings; or a filing or 
related process requirement for applying to an 
agency for a license or permit. 


July 26, 2021 
Ken Fuller 
Director 


Chapter 196-20 WAC 


FUNDAMENTALS OF ENGINEERING EXAM AND 
ENGINEERS-IN-TRAINING 


AMENDATORY SECTION (Amending WSR 04-10-067, 
filed 5/3/04, effective 6/3/04) 


WAC 196-20-005 Declaration and purpose. This 
chapter contains rules and procedures for applications((;)) 
and eligibility ((aad)) to take the fundamentals of engineering 
examination((s+e—be-enreHed-as-engineersintraining)) and 


to apply for an engineer-in-training certificate. 
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NEW SECTION 


WAC 196-20-007 Fundamentals of engineering 
exam. Approval to sit for the fundamentals-of-engineering 
examination (FE) is based upon satisfactory evidence that the 
applicant has completed a minimum of four years of practical 
engineering experience or four years of engineering educa- 
tion or a combination of both, as approved by the board. 

(1) Experience: Qualifying practical experience should 
include some or all of the following: 

(a) Preparation of technical reports and specifications, 
including graphics; 

(b) Application of mathematical techniques to problem 
solving; 

(c) Application of the basic physical sciences (chemistry, 
physics, statics, and dynamics, etc.) in tasks; 

(d) Performing assignments, experiments and tests to 
general specifications; 

(e) Compilation and interpretation of data (statistical 
analysis, etc.); 

(f) Executing engineering tasks according to instruc- 
tions; 

(g) Effective communication with associates and pre- 
senting recommendations and conclusions to supervisor; 

(h) Knowledge of the impacts of the products of technol- 
ogy on society (i.e., energy/environmental considerations). 

(2) Education: A baccalaureate in engineering from an 
ABET accredited program meets the four-year require- 
ment. Other education will be evaluated by the board. 

(3) Any qualifying practical engineering experience may 
be combined with education to meet the four-year require- 
ment as approved by the board. 

(4) Approval to take the FE exam cannot be relied upon 
for approval to take the professional engineer (PE) examina- 
tion. 


AMENDATORY SECTION (Amending WSR 14-07-106, 
filed 3/19/14, effective 4/19/14) 


WAC 196-20-010 (( 
)) Fundamentals-of-engineering 


register tetake the 
exami((?)). registration process. (1) ip Ordos ta Peete ve 


complete ne vere or deor and/or e oe ene ax deli: 
eated in WAC 196-20-020- 
@))) If you have completed a baccalaureate degree pro- 
gram which 1 is accredited by the (( 
)) accreditation board for engineer- 
ing and technology (ABET) or have achieved senior standing 
within that program, you (( 


)) should apply 
directly to NCEES to take the FE examination. 

((@))) (2) Applicants ((thatde-netmeetthe EAC eduea- 
tional -eredit deseribed_abevemust)) with education and/or 
experience other than an ABET accredited degree should 
submit ((the-f#4)) their application to the board describing 
the education and/or experience that would meet the require- 
ments in WAC ((496-29-0260)) 196-20-007 and then obtain 
written approval from the board prior to registering for the FE 
exam. 
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(3) Foreign education: Unless exempted by the board, all 
applicants with foreign degrees must have a transcript evalu- 
ation by a transcript evaluation service as approved by the 
board. The cost of the evaluation and the information needed 
to be evaluated is the responsibility of the applicant. 


AMENDATORY SECTION (Amending WSR 14-07-106, 
filed 3/19/14, effective 4/19/14) 


WAC 196-20-045 ((Hew-deTebtain)) Obtaining cer- 
tification as an engineer-in-training in Washington((*)). 
In order to obtain a certification as an engineer-in-training in 
Washington ((s-onbyavattabletothese appleants-whe-desig— 

asthei practice statewhen resisters to 
takethe FE -exam-andawhe-alse)), you must pass the FE 
exam((—Fhesethatnectthe above-conditions must), and 
submit an application ((fer-certification-as_an-engineerHt 
fraining)) to the board that shows you meet the requirements 
listed in WAC 196-20-007. 


REPEALER 


The following sections of the Washington Administra- 
tive Code are repealed: 


WAC 196-20-020 How is experience and education 
applied toward FE exam eligibility? 


WAC 196-20-030 Fundamentals of engineering examina- 
tion. 


WSR 21-16-050 
PROPOSED RULES 
DEPARTMENT OF REVENUE 
[Filed July 28, 2021, 11:08 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 21- 
05-068. 

Title of Rule and Other Identifying Information: WAC 
458-20-NEW Workforce education investment surcharge— 
Select advanced computing businesses. 

Hearing Location(s): On September 8, 2021, at 10:00 
a.m. This meeting will be conducted over the internet/tele- 
phone. Contact Keith Dacus at KeithD@dor.wa.gov for 
login/dial-in information. 

Date of Intended Adoption: September 30, 2021. 

Submit Written Comments to: Leslie Mullin, P.O. Box 
47453, Olympia, WA 98504-7453, email LeslieMu@dor.wa. 
gov, 360-534-1589, by September 15, 2021. 

Assistance for Persons with Disabilities: Contact Julie 
King or Renee Cosare, phone 360-704-5733 or 360-704- 
5734, TTY 800-833-6384. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: The purpose of the 
proposed new rule is to reflect 2020 legislation, ESSB 6492, 
that imposed a surcharge on select advanced computing busi- 
nesses as described in RCW 82.04.299. 

Reasons Supporting Proposal: Businesses that engage in 
the activities subject to RCW 82.04.299 will find the new rule 
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provides additional clarification on the application of the sur- 
charge. 

Statutory Authority for Adoption: RCW 82.32.300 and 
82.01.060(2). 

Statute Being Implemented: RCW 82.04.299. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: Department of revenue, govern- 
mental. 

Name of Agency Personnel Responsible for Drafting: 
Leslie Mullin, 6400 Linderson Way S.W., Tumwater, WA, 
360-534-1589; Implementation and Enforcement: John 
Ryser, 6400 Linderson Way S.W., Tumwater, WA, 360-534- 
1605. 

A school district fiscal impact statement is not required 
under RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 
34.05.328. This rule is not a significant legislative rule as 
defined by RCW 34.05.328. 

The proposed rule does not impose more-than-minor 
costs on businesses. Following is a summary of the agency's 
analysis showing how costs were calculated. This rule mak- 
ing does not impose any liability for taxes, reporting require- 
ments, recordkeeping requirements, or compliance require- 
ments not otherwise imposed by statute. 


July 28, 2021 
Atif Aziz 
Rules Coordinator 


NEW SECTION 


WAC 458-20-290 Workforce education investment 
surcharge—Select advanced computing businesses. (1) 
Introduction. This rule provides information about the tax- 
ability of and surcharge for select advanced computing busi- 
nesses as described in RCW 82.04.299. 

(2) Examples. This rule includes examples that identify 
a number of facts and then state a conclusion. These exam- 
ples should only be used as a general guide. The tax results of 
other situations must be determined after a review of all the 
facts and circumstances. 

(3) Definitions. The following definitions apply 
throughout this rule: 

(a) "Advanced computing" means: 

(i) Designing or developing computer software or com- 
puter hardware, whether directly or contracting with another 
person, including modifications to computer software or 
computer hardware; 

(ii) Providing cloud computing services; 

(iii) Operating an online marketplace as a marketplace 
facilitator within the definition of RCW 82.08.010(15); 

(iv) Operating an online search engine; or 

(v) Operating an online social networking platform. 

(b) "Advanced computing business" means a business 
that derives income, including income from affiliates, from 
engaging in advanced computing. 

(c) "Affiliate" and "affiliated" means a person that 
directly or indirectly, through one or more intermediaries, 
controls, is controlled by, or is under common control with 
another person. 
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(d) "Affiliated group" means a group of two or more 
persons that are affiliated with each other. 

(e) "Cloud computing services" means on-demand 
delivery of computing resources, such as networks, servers, 
storage, applications, and services, over the internet. 

(f) "Control" means the possession, directly or indi- 
rectly, of more than fifty percent of the power to direct or 
cause the direction of the management and policies of a per- 
son, whether through the ownership of voting shares, by con- 
tract, or otherwise. 

(g) "Select advanced computing business" means a 
person who is a member of an affiliated group with at least 
one member of the affiliated group engaging in the business 
of advanced computing, and the affiliated group had world- 
wide gross revenue of more than twenty-five billion dollars 
during the immediately preceding calendar year. A select 
advanced computing business does not include any of the fol- 
lowing: 

(i) A person primarily engaged within this state in the 
provision of commercial mobile service, as that term is 
defined in 47 U.S.C. Sec. 332 (d)(1); 

(ii) A person primarily engaged in this state in the oper- 
ation and provision of access to transmission facilities and 
infrastructure that the person owns or leases for the transmis- 
sion of voice, data, text, sound, and video using wired tele- 
communications networks; or 

(iii) A person primarily engaged in business as a "finan- 
cial institution" as defined in RCW 82.04.29004, as that sec- 
tion existed on January 1, 2020. 

For purposes of (g) of this subsection, "primarily" is 
determined based on the taxable income of the business, as 
defined in (h) of this subsection. 

(h) "Taxable income of the business" means the gross 
income of the business, as defined in RCW 82.04.080, to 
which the tax rate in RCW 82.04.290(2) is applied to deter- 
mine the business's tax liability under that B&O tax classifi- 
cation. In other words, it is the business's taxable income 
under the service and other activities B&O tax classification. 

(i) "Worldwide gross revenue" means the annual sum 
of all sources of revenues, worldwide, prior to any subtrac- 
tions, for all members of an affiliated group. 

(4) Select advanced computing businesses - Taxabil- 
ity. 

(a) Service and other activities B&O tax. A select 
advanced computing business is subject to the service and 
other activities B&O tax rate of 1.5 percent as required in 
RCW 82.04.290 (2)(a)(ii). 

(b) Workforce education investment surcharge. 
Beginning with business activities occurring on or after April 
1, 2020, a workforce education investment surcharge (sur- 
charge) is imposed on select advanced computing businesses. 
This surcharge is in addition to the B&O taxes described in 
(a) of this subsection, plus any additional taxes that are due 
and payable to the department. 

(i) Surcharge amount. For each select advanced comput- 
ing business, the surcharge is equal to the taxable income of 
the business, multiplied by a rate of 1.22 percent. The com- 
bined annual surcharge paid by all members of an affiliated 
group may not exceed nine million dollars. 
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(ii) Surcharge reporting. A select advanced computing 
business must report and pay the surcharge to the department 
on a quarterly basis, regardless of the tax reporting frequen- 
cies of the members in the select advanced computing busi- 
ness under RCW 82.32.045. The return and amount payable 
are due by the last day of the month immediately following 
the end of the quarter. This reporting requirement continues 
even if the combined annual surcharge paid by all members 
of an affiliated group reaches the nine million dollar annual 
maximum amount described in (b)(i) of this subsection. 

(iii) Surcharge payment agreement. Members of an affil- 
iated group of select advanced computing businesses may 
enter into an agreement with the department for facilitating 
the payment of the surcharge for all members of the group. 

(iv) Disclosure obligations. The department may require 
persons believed to be engaging in advanced computing, or 
affiliated with a person believed to be engaging in advanced 
computing, to disclose whether they are a member of an affil- 
iated group, and if so, to identify all other members of the 
affiliated group subject to the surcharge. 

(v) Penalties. If the department establishes by clear, 
cogent, and convincing evidence, that one or more members 
of an affiliated group, with the intent to evade the surcharge, 
failed to fully comply with the department's disclosure 
request, as described in (b)(iv) of this subsection, that person, 
or those persons collectively, will be assessed a penalty equal 
to fifty percent of the amount of the total surcharge payable 
by all members of that affiliated group for the calendar year 
during which the person or persons failed to comply. This 
penalty is in lieu of, and not in addition to, the evasion pen- 
alty under RCW 82.32.090(7). However, additional penalties 
may still apply including, but not limited to, the penalty for 
late payment of tax due on a return. See RCW 82.32.090(1). 

(vi) Hospital exemption. The surcharge described in (b) 
of this subsection does not apply to a hospital as defined in 
RCW 70.41.020, including any hospital that comes within 
the scope of chapter 71.12 RCW if the hospital is also 
licensed under chapter 70.41 RCW. 

(c) Example. Entity X, Entity Y, and Entity Z, an affili- 
ated group, cumulatively had worldwide gross revenue of 
over twenty-five billion dollars in 2021. Entity X and Entity 
Y are engaged in advanced computing. All three entities are 
registered with the department and file and pay taxes on a 
monthly basis. For the first quarter of 2022, the entities 
reported the following amounts as taxable income of the 
business, respectively: Entity X: $800,000; Entity Y: 
$100,000; and Entity Z: $1,200,000. 

The first step is to determine whether the taxable income 
subject to tax under the service and other activities B&O tax 
classification for each entity is subject to the 1.22 percent sur- 
charge. Because Entities X, Y, and Z are all members of an 
affiliated group that had more than twenty-five billion dollars 
of worldwide gross revenue during the preceding calendar 
year (2021 in this example), and Entity X and Entity Y are 
engaged in the business of advanced computing, Entities X, 
Y, and Z are each considered a "select advanced computing 
business." Therefore, the taxable income of the business of 
each is subject to the 1.22 percent surcharge as follows: 

Entity X: $800,000 * 1.22% = $9,760 

Entity Y: $100,000 * 1.22% = $1,220 
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Entity Z: $1,200,000 * 1.22% = $14,640 

The total surcharge owed by this affiliated group of 
select advanced computing businesses for the first quarter of 
2022 is $25,620. This amount is due no later than April 30, 
2022, and must be reported and paid by each select advanced 
computing business to the department. 

The next step is to determine the service and other activ- 
ities B&O tax rate in RCW 82.04.290(2) to apply to the tax- 
able income reported by each entity. Because the three enti- 
ties are subject to the 1.22 percent surcharge, the taxable 
income reported under RCW 82.04.290(2) by each entity will 
be subject to the B&O tax rate of 1.5 percent as required in 
RCW 82.04.290 (2)(a)(ii): 

Entity X: $800,000 (*) 1.5% (=) $12,000 

Entity Y: $100,000 (*) 1.5% (=) $1,500 

Entity Z: $1,200,000 (*) 1.5% (=) $18,000 

Each entity will continue to file and pay any taxes due on 
a monthly basis. 


WSR 21-16-065 
PROPOSED RULES 
HEALTH CARE AUTHORITY 
[Filed July 30, 2021, 9:03 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 21- 
07-066. 

Title of Rule and Other Identifying Information: WAC 
182-503-0535 Washington apple health—Citizenship and 
immigration status. 

Hearing Location(s): On September 7, 2021, at 10:00 
a.m. The health care authority (HCA) remains closed in 
response to the coronavirus disease 2019 (COVID-19) public 
health emergency. Until further notice, HCA continues to 
hold public hearings virtually without a physical meeting 
place. This promotes social distancing and the safety of the 
residents of Washington state. To attend the virtual public 
hearing, you must register in advance https://zoom.us/web 
inar/register/WN_kgAzsWy4RSChdQxJ-029 g. After reg- 
istering, you will receive a confirmation email containing 
information about joining the public hearing. 

Date of Intended Adoption: Not sooner than September 
8, 2021. 

Submit Written Comments to: HCA Rules Coordinator, 
P.O. Box 42716, Olympia, WA 98504-2716, email arc@hca. 
wa.gov, fax 360-586-9727, by September 7, 2021. 

Assistance for Persons with Disabilities: Contact Amber 
Lougheed, phone 360-725-1349, fax 360-586-9727, telecom- 
munication[s] relay service 711, email amber.lougheed@hca. 
wa.gov, by August 27, 2021. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: The agency is 
amending this section to align with the Consolidated Appro- 
priations Act, 2021 (Sec. 208) which restored eligibility for 
medicaid benefits for individuals from the Republic of Palau, 
the Republic of the Marshall Islands, and the Federated States 
of Micronesia. 

Reasons Supporting Proposal: See purpose. 
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Statutory Authority for Adoption: RCW 41.05.021, 
41.05.160. 

Statute Being Implemented: RCW 41.05.021, 41.05.160; 
Consolidated Appropriations Act, 2021, Sec. 208. 

Rule is necessary because of federal law, Consolidated 
Appropriations Act, 2021, Sec. 208. 

Agency Comments or Recommendations, if any, as to 
Statutory Language, Implementation, Enforcement, and Fis- 
cal Matters: Not applicable. 

Name of Proponent: HCA, governmental. 

Name of Agency Personnel Responsible for Drafting: 
Michael Williams, P.O. Box 42716, Olympia, WA 98504- 
2716, 360-725-1346; Implementation and Enforcement: 
Ariel Pyrtek, P.O. Box 43022, Olympia, WA 98504-3022, 
360-725-1919. 

A school district fiscal impact statement is not required 
under RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 
34.05.328. RCW 34.05.328 does not apply to HCA rules 
unless requested by the joint administrative rules review 
committee or applied voluntarily. 

The proposed rule does not impose more-than-minor 
costs on businesses. Following is a summary of the agency's 
analysis showing how costs were calculated. The changes to 
the proposed rules apply to clients and do not impose any 
costs on businesses. 


July 30, 2021 
Wendy Barcus 
Rules Coordinator 


AMENDATORY SECTION (Amending WSR 15-10-002, 
filed 4/22/15, effective 5/23/15) 


WAC 182-503-0535 Washington apple health—Citi- 
zenship and immigration status. (1) Definitions. 

(a) Nonqualified alien means someone who is lawfully 
present in the United States (U.S.) but who is not a qualified 
alien, a U.S. citizen, a U.S. national, or a qualifying Ameri- 
can Indian born abroad. 

(b) Qualified alien means someone who is lawfully 
present in the United States and who is one or more of the fol- 
lowing: 

(i) A person lawfully admitted for permanent residence 
(LPR). 

(ii) An abused spouse or child, a parent of an abused 
child, or a child of an abused spouse who no longer resides 
with the person who committed the abuse, and who has one 
of the following: 

(A) A pending or approved I-130 petition or application 
to immigrate as an immediate relative of a U.S. citizen or as 
the spouse of an unmarried LPR younger than twenty-one 
years of age. 

(B) Proof of a pending application for suspension of 
deportation or cancellation of removal under the Violence 
Against Women Act (VAWA). 

(C) A notice of prima facie approval of a pending self- 
petition under VAWA. An abused spouse's petition covers 
his or her child if the child is younger than twenty-one years 
of age. In that case, the child retains qualified alien status 
even after he or she turns twenty-one years of age. 
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(iii) A person who has been granted parole into the U.S. for 
one year or more, under the Immigration and Nationality Act 
(INA) Section 212 (d)(5), including public interest parolees. 

(iv) A member of a Hmong or Highland Laotian tribe 
that rendered military assistance to the U.S. between August 
5, 1964, and May 7, 1975, including the spouse, unremarried 
widow or widower, and unmarried dependent child of the 
tribal member. 

(v) A person who was admitted into the U.S. as a condi- 
tional entrant under INA Section 203 (a)(7) before April 1, 
1980. 

(vi) A person admitted to the U.S. as a refugee under 
INA Section 207. 

(vii) A person who has been granted asylum under INA 
Section 208. 

(viii) A person granted withholding of deportation or 
removal under INA Section 243(h) or 241 (b)(3). 

(ix) A Cuban or Haitian national who was paroled into 
the U.S. or given other special status. 

(x) An Amerasian child of a U.S. citizen under 8 C.F.R. 
Section 204.4(a). 

(xi) A person from Iraq or Afghanistan who has been 
granted special immigrant status under INA Section 101 
(a)(27). 

(xii) A person who has been certified or approved as a 
victim of trafficking by the federal office of refugee resettle- 
ment, or who is: 

(A) The spouse or child of a trafficking victim of any 
age; or 

(B) The parent or minor sibling of a trafficking victim 
who is younger than twenty-one years of age. 

(xiii) A person from the Federated States of Micronesia, 
the Republic of Palau, or the Republic of the Marshall Islands 
living in the United States in accordance with the Compacts 
of Free Association. 

(c) U.S. citizen means someone who is a United States 
citizen under federal law. 

(d) U.S. national means someone who is a United States 
national under federal law. 

(e) Undocumented person means someone who is not 
lawfully present in the U.S. 

(f) Qualifying American Indian born abroad means 
someone who: 

(i) Was born in Canada and has at least fifty percent 
American Indian blood, regardless of tribal membership; or 

(ii) Was born outside of the United States and is a mem- 
ber of a federally recognized tribe or an Alaska Native 
enrolled by the Secretary of the Interior under the Alaska 
Native Claims Settlement Act. 

(2) Eligibility. 

(a) AUS. citizen, U.S. national or qualifying American 
Indian born abroad may be eligible for: 

(i) Apple health for adults; 

(ii) Apple health for kids; 

(iii) Apple health for pregnant women; or 

(iv) Classic medicaid. 

(b) A qualified alien who meets or is exempt from the 
five-year bar may be eligible for: 

(i) Apple health for adults; 

(ii) Apple health for kids; 
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(iii) Apple health for pregnant women; or 

(iv) Classic medicaid. 

(c) A qualified alien who neither meets nor is exempt 
from the five-year bar may be eligible for: 

(i) Alien medical programs; 

(ii) Apple health for kids; 

(iii) Apple health for pregnant women; or 

(iv) Medical care services. 

(d) A nonqualified alien may be eligible for: 

(i) Alien medical programs; 

(ii) Apple health for kids; 

(iii) Apple health for pregnant women; or 

(iv) Medical care services. 

(e) An undocumented person may be eligible for: 

(i) Alien medical programs; 

(ii) State-only funded apple health for kids; or 

(iii) State-only funded apple health for pregnant women. 

(3) The five-year bar. 

(a) A qualified alien meets the five-year bar if he or she: 

(i) Continuously resided in the U.S. for five years or 
more from the date he or she became a qualified alien; or 

(ii) Entered the U.S. before August 22, 1996, and: 

(A) Became a qualified alien before August 22, 1996; or 

(B) Became a qualified alien on or after August 22, 
1996, and has continuously resided in the U.S. between the 
date of entry into the U.S. and the date he or she became a 
qualified alien. 

(b) A qualified alien is exempt from the five-year bar if 
he or she is: 

(i) A qualified alien as defined in subsection((s)) (1)(b) 
(vi) through ((€%#})) (xiii) of this section; 

(ii) An LPR, parolee, or abused person, who is also an 
armed services member or veteran, or a family member of an 
armed services member or veteran, as described below: 

(A) An active-duty member of the U.S. military, other 
than active-duty for training; 

(B) An honorably discharged U.S. veteran; 

(C) A veteran of the military forces of the Philippines 
who served before July 1, 1946, as described in Title 38 
U.S.C. Section 107; or 

(D) The spouse, unremarried widow or widower, or 
unmarried dependent child of an honorably discharged U.S. 
veteran or active-duty member of the U.S. military. 


WSR 21-16-089 
WITHDRAWAL OF PROPOSED RULES 
BUILDING CODE COUNCIL 
(By the Code Reviser's Office) 
[Filed August 3, 2021, 8:07 a.m.] 


WAC 51-50-0427, proposed by the building code council in 
WSR 21-03-078, appearing in issue 21-03 of the Washington 
State Register, which was distributed on February 3, 2021, is 
withdrawn by the office of the code reviser under RCW 
34.05.335(3), since the proposal was not adopted within the 
one hundred eighty day period allowed by the statute. 


Jennifer C. Meas, Editor 
Washington State Register 
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WSR 21-16-090 
WITHDRAWAL OF PROPOSED RULES 
PROFESSIONAL EDUCATOR 
STANDARDS BOARD 
(By the Code Reviser's Office) 
[Filed August 3, 2021, 8:07 a.m.] 


WAC 181-79A-213 and 181-79A-226, proposed by the pro- 
fessional educator standards board in WSR 21-03-083, 
appearing in issue 21-03 of the Washington State Register, 
which was distributed on February 3, 2021, is withdrawn by 
the office of the code reviser under RCW 34.05.335(3), since 
the proposal was not adopted within the one hundred eighty 
day period allowed by the statute. 


Jennifer C. Meas, Editor 
Washington State Register 


WSR 21-16-092 
PROPOSED RULES 
DEPARTMENT OF 
FISH AND WILDLIFE 
[Filed August 3, 2021, 8:50 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 21- 
10-079 on May 3, 2021. 

Title of Rule and Other Identifying Information: WAC 
220-413-030 Importation and retention of dead nonresident 
wildlife and 220-413-180 Special closures and firearm 
restricted areas. 

Hearing Location(s): On September 16-18, 2021, at 8 
a.m., webinar. This meeting of the fish and wildlife commis- 
sion will take place by webinar. See http://wdfw.wa.gov/ 
about/commisssion/meetings [http://wdfw.wa.gov/about/ 
commission/meetings] or contact the commission office at 
360-902-2267 or commission@dfw.wa.gov for instructions 
on how to join the meeting. 

Date of Intended Adoption: October 22, 2021. 

Submit Written Comments to: Wildlife Program, P.O. 
Box 43200, Olympia, WA 98504, email V7556@Public 
Input.com, fax 360-902-2162, website for public comment- 
ing https://publicinput.com/V7556, by September 15, 2021. 

Assistance for Persons with Disabilities: Contact Title 
VI/ADA Compliance Coordinator, phone 360-902-2349, 
TTY 711 or 360-902-2207, email Title6é@dfw.wa.gov, 
https://wdfw.wa.gov/accessibility/requests-accommodation, 
by September 15, 2021. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: WAC 220-413- 
030 Importation and retention of dead nonresident wild- 
life. The purpose of this proposal is to add the state of Ohio to 
the list of states and provinces where it is unlawful to import 
or possess certain parts of deer, elk, or moose. We also alpha- 
betized the list of states and provinces, so the list is easier to 
reference. The anticipated effects of the proposal would be 
limited to hunters that choose to hunt deer in Ohio. This rule 
requires additional time to process a carcass but given the 
amount of time needed to travel to and from Ohio, it is likely 
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hunters are already processing their carcass in accordance 
with this rule, thus anticipated effects are minimal. 

WAC 220-413-180 Special closures and firearm 
restricted areas. The purpose of this rule change is to clarify 
that firearm restrictions for all San Juan County includes 
game management units (GMUs) 423 (Henry) and 424 (Stu- 
art). There are no anticipated effects associated with this pro- 
posal other than providing clarification for hunters. 

Reasons Supporting Proposal: WAC 220-413-030 
Importation and retention of dead nonresident wildlife. 
Chronic wasting disease (CWD) is a prion disease (patho- 
genic agents that are transmissible and able to induce abnor- 
mal folding of specific normal cellular proteins) that affects 
cervids (family of hoofed ruminant mammal) and is fatal. 
There is no treatment or vaccine and the disease presents a 
substantial risk to Washington's cervid populations. CWD 
has not been detected in wild or captive cervid populations in 
Washington. CWD can be spread to new areas when infected 
animal parts are discarded on the landscape. The intent of this 
tule is to reduce the risk of hunters transporting deer, elk, or 
moose parts into Washington that are infected with CWD. 
The states and provinces identified in this rule have detected 
CWD in wild cervid populations. The department became 
aware that Ohio had detected CWD in wild white-tailed deer 
populations in February 2021. 

WAC 220-413-180 Special closures and firearm 
restricted areas. In April 2021, the fish and wildlife com- 
mission adopted a rule that formally identified Henry and 
Stuart Islands in San Juan County as standalone GMUs. The 
department failed to realize at the time that WAC 220-413- 
180 also needed to be amended because it clarifies that fire- 
arm restrictions for all San Juan County also apply to islands 
in San Juan County that are standalone GMUs. This proposal 
corrects that omission. 

Statutory Authority for Adoption: RCW 77.04.012, 
77.04.055, 77.12.047, and 77.12.240. 

Statute Being Implemented: RCW 77.04.012, 77.04.055, 
77.12.047, and 77.12.240. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: Washington department of fish and 
wildlife, governmental. 

Name of Agency Personnel Responsible for Drafting 
and Implementation: Eric Gardner, 1111 Washington Street 
S.E., Olympia, WA 98501, 360-902-2515; Enforcement: 
Steve Bear, 1111 Washington Street S.E, Olympia, WA 
98501, 360-902-2373. 

A school district fiscal impact statement is not required 
under RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 
34.05.328. This proposal does not require a cost-benefit anal- 
ysis under RCW 34.05.328. 

This rule proposal, or portions of the proposal, is exempt 
from requirements of the Regulatory Fairness Act because 
the proposal: 

Is exempt under RCW 19.85.025(3) as the rules only 
correct typographical errors, make address or name 
changes, or clarify language of a rule without chang- 
ing its effect. 

Is exempt under RCW 19.85.025(4). 
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Explanation of exemptions: The portion of the proposed 
rule related to GMUs is a correction from a previous rule 
amendment. The portion related to adding Ohio to the 
restricted states for importation of wildlife parts does not 
affect small businesses because this change does not impose 
additional costs or regulatory requirements for any busi- 
nesses. 


August 3, 2021 
Annie Szvetecz 
Rules Coordinator 


AMENDATORY SECTION (Amending WSR 19-10-011, 
filed 4/19/19, effective 5/20/19) 


WAC 220-413-030 Importation and retention of 
dead nonresident wildlife. (1) It is unlawful: 


(a) To import or possess dead wildlife, taken in another 
state or country, into Washington unless such wildlife was 
acquired lawfully. Proof of legal acquisition must be retained 
during the period of retention of the carcass or edible parts. 


(b) For a person who imports a dead bighorn sheep, 
mountain goat, cougar or bear to fail to report such importa- 
tion to the department in writing within ten days of the impor- 
tation. The report must contain the name and address of the 
importer, the location where the dead wildlife is being stored, 
and general information describing where and how the wild- 
life was obtained. 

(c) To import or possess deer, elk, or moose, or parts 
thereof, harvested in ((Peansybranta,FexasMisseurt, Cole- 
rado- Wyoming Utah New Mexico, Wisconsin, Hineis, 


andFennessee)) Alberta, Arkansas, Colorado, Illinois, Iowa, 


Kansas, Maryland, Michigan, Minnesota, Mississippi, Mis- 
souri, Montana, Nebraska, New Mexico, New York, North 
Dakota, Ohio, Pennsylvania, Saskatchewan, South Dakota, 
Tennessee, Texas, Utah, Virginia, West Virginia, Wisconsin, 
and Wyoming with the following exceptions: 

(i) Meat that has been deboned in the state or province 
where it was harvested and is imported as boned-out meat; 


(ii) Skulls and antlers, antlers attached to the skull plate, 
or upper canine teeth (buglers, whistlers, ivories) from which 
all soft tissue has been removed; 


(iii) Hides or capes without heads attached; 


(iv) Tissue imported for use by a diagnostic or research 
laboratory; and 


(v) Finished taxidermy mounts. 


(2) Violation of subsection (1) of this section is punish- 
able under RCW 77.15.290 Unlawful transportation of fish or 
wildlife—Penalty. 


(3) It is unlawful for an importer or receiver of deer or 
elk to fail to notify the department within twenty-four hours 
if a state or province alerts the importer or receiver that a har- 
vested animal has tested positive for chronic wasting disease. 
Violation of this subsection is an infraction punishable under 
RCW 77.15.160 Infractions. 
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AMENDATORY SECTION (Amending WSR 20-12-080, 
filed 6/1/20, effective 7/2/20) 


WAC 220-413-180 Special closures and firearm 
restriction areas. (1) RESTRICTED HUNTING AREAS. 

It is unlawful to hunt in the following restricted hunting 
areas unless otherwise provided: 

(a) Parker Lake (GMU 117, Pend Oreille County): All 
lands south of Ruby Creek Road (USFS Road 2489), north of 
Tacoma Creek Road (USFS Road 2389), and west of Bonne- 
ville Power Administration power lines are designated as 
"CLOSED AREA" to hunting wild animals and wild birds year- 
round except for special hunts adopted by the fish and wild- 
life commission. The Parker Lake closure provides a pro- 
tected area for the U.S. Air Force Military Survival Training 
Program. 

(b) Columbia River: The Columbia River, all islands 
except privately owned, in the river, the Benton County 
shoreline below the high water mark, Central Hanford 
Department of Energy property, and any peninsula originat- 
ing on the Benton County shoreline, between Vernita Bridge 
on Highway 24 downstream to the Richland city limits are 
designated as a "CLOSED AREA" to hunting wild animals and 
wild birds except waterfowl hunting is open below the high 
water mark between the old Hanford townsite power line 
crossing in Section 24, T 13 N, R 27 E, and the Richland city 
limits. 

(c) Green River (GMU 485): Except for special permit 
hunters, who may also take a black bear and/or cougar with 
the appropriate license/tag options, all lands within GMU 485 
are designated as a "CLOSED AREA" to hunting big game year- 
round. During the general westside elk season and general 
and late deer seasons, all lands within GMU 485 year-round 
are also designated as a "CLOSED AREA" to hunting all wild 
animals, including wild birds, year-round. The city of 
Tacoma enforces trespass within GMU 485 year-round on 
lands owned or controlled by the city. 

(d) McNeil Island (part of GMU 652): Closed to hunting 
all wild animals, including wild birds, year-round. 

(e) Loo-wit (GMU 522): Closed to hunting and trapping, 
except for elk and mountain goat hunting by special permit 
holders during established seasons and in designated areas. 

(2) A violation of subsection (1) of this section is punish- 
able under RCW 77.15.400, 77.15.410, or 77.15.430, 
depending on the species hunted. 

(3) CLOSED BIG GAME HUNTING AREAS. 

It is unlawful to hunt big game in the following closed 
areas, unless otherwise specified: 

(a) Clark, Cowlitz, Pacific, and Wahkiakum counties: 
Closed to hunting for Columbian whitetail deer. 

(b) Cathlamet: Except for special permits issued by the 
department for nonendangered deer and elk, this area is 
closed to all deer and elk hunting to protect the Columbian 
whitetail deer. This area's boundaries are described as: 

Beginning in the town of Skamokawa; then east along 
SR 4 to Risk Road; then south and east along Risk Road to 
Foster Road; then south along the Foster Road to the Elocho- 
man River; then upstream along the Elochoman River to Elo- 
choman Valley Road (old SR 407); then west along the Elo- 
choman Valley Road to SR 4; then east along SR 4 to SR 409; 
then south along SR 409 to the Cathlamet Channel of the 
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Columbia River; then east along the north shore of the Cath- 
lamet Channel to Cape Horn; then south in the Columbia 
River to the state line; then west along the state line to a point 
directly south of the mouth of Skamokawa Creek; then north 
on Skamokawa Creek to SR 4 and the point of beginning. 

(c) Walla Walla Mill Creek Watershed (GMU 157): All 
lands in the Mill Creek Watershed are designated as a 
"CLOSED AREA" to hunting all wild animals, including wild 
birds. The only exception is for deer or elk hunting by holders 
of GMU-157 special deer or elk permits during the estab- 
lished open season. These permit holders must have a U.S. 
Forest Service permit to enter the hunt area, and the area is 
closed to motorized vehicles. No entry into the Mill Creek 
Watershed is allowed at other times. 

(d) Westport: Closed to hunting all big game animals on 
the part of Westport Peninsula lying north of State Highway 
105 from the Elk River Bridge west end and the Schafer 
Island Road to the ocean beach. 

(e) Cottonwood and Howard islands (GMU 564): Closed 
to all deer hunting. 

(4) A violation of subsection (3) of this section is a gross 
misdemeanor or a class C felony punishable under RCW 
77.15.410, depending on the circumstances of the violation. 

(5) FIREARM RESTRICTION AREAS. 

(a) It is unlawful to hunt wildlife in the following firearm 
restriction areas with centerfire or rimfire rifles, or to fail to 
comply with additional firearm restrictions, except as estab- 
lished below: 


COUNTY 
Chelan 


AREA 


That portion of GMU 251 (Mission) 
beginning at the intersection of the Dun- 
can Road and Highway 2; south on Dun- 
can Road to Mountain Home Road; south 
along Mountain Home Road to the Icicle 
Irrigation Ditch; south and west along the 
Icicle Irrigation Ditch to the Snow Lake 
Trail; west and north along the Snow Lake 
Trail and across the Icicle River to Icicle 
River Road; east and north along Icicle 
River Road to the Wenatchee River; 
northwest along the Wenatchee River to 
Highway 2; north and east on Highway 2 
to Duncan Road and the point of begin- 
ning. 

That portion of GMU 624 (Coyle) located 
within Clallam County. 

GMU 564 (Battle Ground). 

That portion of GMU 554 (Yale) in Clark 
County. 

GMU 554 (Yale). 

GMU 504 (Stella). 

That portion of GMU 564 (Battle Ground) 
in Cowlitz County. 


Clallam 


Clark 


Cowlitz 


Grays Harbor The following restriction applies only 
during modern firearm general elk sea- 


sons: 
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COUNTY 


Grays Harbor 


Island 


Jefferson 
King 


King 
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AREA 


That portion of GMU 658 (North River) 
beginning at Bay City; then west along 
Highway 105 to Twin Harbors State Park; 
then south along Highway 105 to Cran- 
berry Road; then east on Cranberry Road 
to Turkey Road; then east and north on 
Turkey Road to Bayview Logging Road; 
then north and east along Bayview Log- 
ging Road to Mallard Slough; then east 
and south along the Bayview Road to 
Andrews Creek; then north along main 
channel of Andrews Creek to Grays Har- 
bor; then north and west along the main 
navigation channel to Bay City and point 
of beginning. 

The following restriction applies only 
during modern firearm general elk sea- 
sons: 


That portion of GMU 660 (Minot Peak) 
described as follows: Beginning at High- 
way 12 and Highway 107 junction near 
Montesano; east and south on Highway 
12 to State Street in Oakville; south on 
State Street to its merge with Oakville 
Road; west on Oakville Road to its merge 
with South Bank Road; northwest along 
South Bank Road to Wakefield Road; 
north on Wakefield Road to the Chehalis 
River; west along the Chehalis River to 
Highway 107 bridge; north on Highway 
107 to Highway 12 to the point of begin- 
ning. 

GMUs 421 (Camano) and 420 (Whid- 
bey). 

Indian and Marrowstone islands. 


The area west of Highway 203 (Monroe- 
Fall City, then Fall City-Preston Road) to 
Interstate 90 (I-90), I-90 to Highway 18, 
Highway 18 to Interstate 5 (1-5), I-5 to the 
Pierce-King County line; and GMU 422 
(Vashon-Maury). 


This area is restricted to archery only 
during general season hunts (agency 
directed damage permit hunts exempt): 


COUNTY 


Kitsap 


Klickitat 


Mason 


Pacific 
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AREA 


The following portion of GMU 652 (Puy- 
allup): Beginning at the intersection of 
State Highway 410 and the southeast Mud 
Mountain Dam Road near the King/Pierce 
County line north of Buckley; then east 
along the southeast Mud Mountain Road 
to 284th Avenue Southeast; then north 
along 284th Avenue Southeast to State 
Highway 410; then west along Highway 
410 to the point of the beginning. 


East of State Highway 16 originating at 
the Tacoma Narrows Bridge to Gorst, and 
east of Highway 3 to Newberry Hill Road, 
north of Newberry Hill Road and the 
Bremerton-Seabeck Highway to Big Beef 
Creek Bridge; all of Bainbridge Island, 
and Bangor Military Reservation. 


Elk Area 5062 (Trout Lake) closed to cen- 
terfire rifles, handguns, and muzzleload- 
ers October | to January 30. 


GMU 633 (Mason Lake) south of Ham- 
mersley Inlet; and all of Harstine Island. 


GMU 684 (Long Beach) the following 
Long Beach Peninsula restriction applies 
only during modern firearm general deer 
and elk seasons: Beginning at the end of 
Outer Harbor Way in the City of Ilwaco to 
U.S. Highway 101, west and north on 
Highway 101 to Sandridge Road; north on 
Sandridge Road to 95th Street; west on 
95th Street to Tarlatt Slough; out Tarlatt 
Slough to Willapa Bay, north along the 
shoreline of Willapa Bay, then west to the 
Pacific Ocean. South along the west coast 
of the peninsula to Cape Disappointment 
State Park; east along state park boundary 
to Baker Bay; east along Baker Bay to the 
point of beginning. 

The portion of GMU 658 (North River) 
south and west of State Highway 105 and 
Airport Road between Raymond and 
North River Bridge. 
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COUNTY AREA 


GMU 681 (Chinook Valley) beginning at 
confluence of Wallacut River, east along 
the Columbia River to the Astoria-Megler 
bridge; west along U.S. Highway 101 to 
Houtchen Road, north on Houtchen Road 
to the Chinook River; west on the Chi- 
nook River to the Chinook Valley Road; 
west on the Chinook Valley Road to High- 
way 101 and Wallacut River bridge; 
southwest on Wallacut River to point of 
beginning. 

Ketron Island in GMU 652 limited to 
archery, shotgun, and muzzleloader. 


GMU 655 (Anderson) limited to archery, 
shotgun, and muzzleloader. McNeil 
Island closed to hunting. 


See GMU 652 restriction area outlined for 
King County. 

GMU 627 (Kitsap) south of Highway 302 
on the Key (Longbranch) Peninsula is a 
firearm restriction area. 


All San Juan County, including GMUs 
411 (Orcas), 412 (Shaw), 413 (San Juan), 
414 (Lopez), 415 (Blakely), 416 (Deca- 
tur), 423 (Henry), 424 (Stuart), and those 
portions of GMU 410 (Islands) that occur 
in San Juan County. 


Pierce 


San Juan 


Snohomish All areas west of Highway 9, until the 
intersection of Highway 9 and Highway 2, 
then east along Highway 2 to Highway 
203, then all areas west of Highway 203 
to the Snohomish/King County line. 
Skagit All mainland areas and islands, including 
GMU 419 (Guemes), in Skagit County 
west of I-5 and north of the Skagit/Sno- 
homish County line, except Cypress 
Island. This restriction applies to big 


game hunting only. 

That portion of GMU 564 (Battle Ground) 
in Skamania County. 

GMU 666 (Deschutes) north of U.S. 
Highway 101 and Interstate 5 between 
Oyster Bay and the mouth of the Nis- 
qually River. 


Skamania 


Thurston 


All mainland areas and islands of What- 
com County that are west of I-5. This 
restriction applies to big game hunting 
only. 


Whatcom 


(b) Archery tag holders may only hunt during established 
archery seasons with archery equipment as defined under 
WAC 220-414-070. 
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(c) Muzzleloader tag holders may only hunt during 
established muzzleloader seasons with muzzleloader equip- 
ment or archery equipment as defined by department rule. 

(d) Modern firearm tag holders may hunt during estab- 
lished modern firearm seasons with bows and arrows; cross- 
bows; muzzleloaders; revolver-type handguns; semiauto- 
matic handguns of .40 (10 mm) caliber or larger; or shotguns, 
so long as the equipment and ammunition complies with 
department rules. 

(6) A violation of subsection (5) of this section is punish- 
able under RCW 77.15.400, 77.15.410, or 77.15.430, 
depending on the species hunted. 
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PROPOSED RULES 
STATE BOARD OF HEALTH 
[Filed August 3, 2021, 11:47 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 20- 
05-032 

Title of Rule and Other Identifying Information: Chapter 
246-390 WAC, Drinking water laboratory certification and 
data reporting (lab rule). The state board of health (board) is 
proposing amendments to the lab rule to align laboratory data 
reporting requirements with the anticipated changes to chap- 
ter 246-290 WAC, Group A public water supplies (Group A 
rule) as related to per- and polyfluoroalkyl substances 
(PFAS). 

Hearing Location(s): On October 13, 2021, at 1:30 p.m. 
In response to the COVID-19 pandemic and public health 
emergency, the state board of health will not provide a phys- 
ical location for this hearing to promote social distancing and 
the safety of the citizens of Washington state. A virtual public 
hearing, without a physical meeting space, will be held 
instead. Please register for the public hearing using the link 
https://us0O2web.zoom.us/webinar/register/WN_ KVfflReLT 
oOu6mTS GHpjg. After registering, you will receive a con- 
firmation email containing information about joining the 
webinar. 

Date of Intended Adoption: October 13, 2021. 

Submit Written Comments to: Nina Helpling, Depart- 
ment of Health, Division of Environmental Health, P.O. Box 
47820, Olympia, WA 98504-7820, email https://fortress. 
wa.gov/doh/policyreview, labrulel @doh.wa.gov, by Sep- 
tember 3, 2021. 

Assistance for Persons with Disabilities: Contact Nina 
Helpling, phone 360-236-3065, TTY 711, email nina.help 
ling@doh.wa.gov, by September 29, 2021. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: On October 11, 
2017, the board accepted a petition for rule making to con- 
sider revisions to the Group A public water supplies rule 
under chapter 246-290 WAC (Group A rule) to set a standard 
for PFAS. The board filed the CR-101, Preproposal statement 
of inquiry, as WSR 18-01-080 on December 15, 2017. The 
amendments being considered to the Group A rule necessi- 
tated changes to the lab rule because PFAS contaminant 
results have never been reported directly to the department or 
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public water system and therefore have never been a required 
component of the lab rule. The proposed changes to the 
Group A rule require corresponding changes to the lab rule 
for explicit PFAS reporting requirements and add notification 
requirements for specific PFAS contaminants. The rule revi- 
sion also includes technical and clarifying corrections as 
needed. 

Reasons Supporting Proposal: The proposed amend- 
ments to the Group A rule necessitate changes to the lab rule 
because sampling drinking water for PFAS contaminants and 
associated requirements such as reporting sampling results 
directly to the department and public water systems are not 
included in the current chapter requirements. The proposed 
changes to the Group A rule require corresponding changes 
to the lab rule for explicit PFAS reporting requirements and 
add notification requirements for specific PFAS contami- 
nants. The rule revision also includes technical and clarifying 
corrections as needed. 

Statutory Authority for Adoption: RCW 43.20.050 and 
70A. 125.080. 

Statute Being Implemented: RCW 43.20.050 and 
70A. 125.080. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: Washington state board of health, 
governmental. 

Name of Agency Personnel Responsible for Drafting: 
Nina Helpling, 111 Israel Road S.E., Tumwater, WA 98501, 
360-236-3065; Implementation and Enforcement: Derrick 
Dennis, 111 Israel Road S.E., Tumwater, WA 98501, 360- 
236-3122. 

A school district fiscal impact statement is not required 
under RCW 28A.305.135. 

A cost-benefit analysis is required under RCW 34.05.- 
328. A preliminary cost-benefit analysis may be obtained by 
contacting Nina Helpling, Department of Health, Division of 
Environmental Health, P.O. Box 47820, Olympia, WA 
98504-7820, phone 360-236-3065, TTY 711, email nina.help 
ling@doh.wa.gov, https://www.doh.wa.gov/Communityand 
Environment/Drinking Water/RegulationandCompliance/Rul 
eMaking. 

This rule proposal, or portions of the proposal, is exempt 
from requirements of the Regulatory Fairness Act because 
the proposal: 

Is exempt under RCW 19.85.025(3) as the rules only 
correct typographical errors, make address or name 
changes, or clarify language of a rule without chang- 
ing its effect. 

Is exempt under RCW [no information provided by 
agency]. 

Explanation of exemptions: The amendments to WAC 
246-390-010, 246-390-065, 246-390-085, and 246-390-095 
add or delete definitions where needed, clarify current 
requirements to make the rule easier to understand, and 
updates rule language to conform to new terms without 
changing the effect of the rules. 

The proposed rule does not impose more-than-minor 
costs on businesses. Following is a summary of the agency's 
analysis showing how costs were calculated. Based on the 
analysis, there is an estimated one-time cost incurred by labs 
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of $1,000 and an estimated annual reoccurring cost of $500 
would be incurred by labs. The minor cost thresholds are 
$10,606 for the 1% average annual payroll threshold and 
$7,878 for the .03% average annual receipts (sales) threshold. 
This shows that there are only minor costs incurred by labs to 
comply with the proposed rule changes. 


August 3, 2021 
Michelle A. Davis 
Executive Director 


AMENDATORY SECTION (Amending WSR 18-09-048, 
filed 4/13/18, effective 5/14/18) 


WAC 246-390-010 Definitions, abbreviations, and 
acronyms. The definitions, abbreviations, and acronyms in 
this section apply throughout this chapter, unless the context 
clearly indicates otherwise. 

(1) "umhos/cm" means micromhos per centimeter (1 
umhos/cm = 1 S/cm). 

(2) "ug/L" means micrograms per liter (1 ug/L = 1 ppb). 

(3) "Acute" means posing an immediate risk to human 
health. 

(( ikl = 


undere 246-290 and 246291 WAC- 

BÐ) (4) "Bioaccumulative" means a chemical that can 
accumulate in the body when regular exposure occurs 
through drinking water. 

(5) "C.F.R." means the Code of Federal Regulations. 

(((4))) (6) "CFU" means colony-forming unit. 

(7) "Chronic" means (( 


)) posing a risk to 
human health only when exposure occurs over many years to 


a contaminant above a state or federal health standard. 

(6) (8) "Close of business" means the latest time 
during a business day when a lab is no longer in routine oper- 
ation for accepting or performing drinking water sample 
analysis. 


((€6})) (9) "Confirmation" means ((an-additienal sample 
is-anatyzed from the sametocationwhere-a detection has 


sample-are-cellected and -analyzed-within-e 


sample+esult)) to demonstrate the accuracy of results of a 
sample by analyzing another sample from the same location 
within a reasonable period of time, generally not to exceed 
two weeks. Confirmation occurs when analysis results fall 
within plus or minus thirty percent of the original sample 
results. This confirmation analysis is in addition to any ana- 
lytical method confirmation requirements. 

(E) d0) "Contaminant" means a substance present in 
drinking water that may adversely affect the health of the 
consumer or the aesthetic quality of the water. It is measured 
using an analytical method for compliance purposes under 
chapters 246-290 and 246-291 WAC. 

(11) "Contracted lab" means a certified lab that receives 
a drinking water sample from another certified lab for analy- 
sis. 
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((€8})) (12) "Contracting lab" means a certified lab that 
sends a drinking water sample to another certified lab to be 
analyzed. 

(©) (13) "CU" means color unit. 

(14) "Department" means the Washington state depart- 
ment of health or health officer as identified in a joint plan of 
responsibility under WAC 246-290-030(1). 

(6®) (15) "Ecology" means the Washington state 
department of ecology. 

((G4)) (16) "EPA" means the United States Environ- 
mental Protection Agency. 

(6) (7) "Estimated concentration" means the level 
of the ((anabyte)) contaminant reported to the department is 
above a lab's MDL, but below the lab's MRL. 

((G3))) 8) "GWR" means groundwater rule. 

(69) 19) "Lab" or "certified lab" means an environ- 
mental lab accredited under chapter 173-50 WAC for one or 
more drinking water ((anabytes)) contaminants and meets the 
requirements of this chapter. 

(65) (20) "Maximum contaminant level (MCL)" 
means the maximum permissible level of a contaminant in 
water that a public water system delivers to consumers. 
MCLs are established in chapters 246-290 and 246-291 
WAC. 

((46))) (21) "Minimum detectable activity (MDA)" 
means the smallest activity or concentration of radioactive 
material in a sample that will yield a net count (above sample 
background) that can be detected with ninety-five percent 
probability. 

(EÐ) (22) "Minimum detection level (MDL)" means 
the minimum measured concentration of a substance that can 
be reported with ninety-nine percent confidence that the mea- 
sured concentration is distinguishable from the method blank 
results. 

(E8) (23) "Method reporting limit (MRL)" means the 
lowest concentration of a standard used for calibration. 

(E9) (24) "MFL" means microfibers per liter. 

(25) "mg/L" means milligrams per liter (1 mg/L = 1 
ppm). 

(26) "MPN" means most probable number. 

(27) "ng/L" means nanograms per liter (1 ng/L = 1 ppt). 

(28) "NTU" means nephelometric turbidity units. 

(29) "pCi/L" means picocuries per liter. 

(30) "ppb" means parts per billion (1 ppb = 1 ug/L). 

(31) "ppm" means parts per million (1 ppm = 1 mg/L). 

(32) "ppt" means parts per trillion (1 ppt = 1 ng/L). 

(33) "Proficiency testing (PT)" means the evaluation of 
sample analysis results, the true values of which are known to 
the supplier of the samples, but unknown to the lab conduct- 
ing the analysis. PT samples are provided by a source exter- 
nal to the certified lab. 

(C) (34) "Public water system" is defined ((and+ref 
erenced)) under WAC 246-290-020 and 246-291-010. 

(Ð) (35) "Quality control (QC)" means a set of mea- 
sures used during an analytical method to ensure that the pro- 
cess is within specified control parameters. 

(DÐ) (36) "State action level (SAL)" means the con- 
centration of a contaminant or group of contaminants, with- 
out an MCL, established to protect public health in accor- 
dance with WAC 246-290-315 and which, if exceeded, trig- 


WSR 21-16-094 


gers actions a purveyor must take in accordance with WAC 
246-290-320. 

(37) "State detection reporting limit (SDRL)" means the 
minimum reportable detection of ((as-anabyte)) a contami- 
nant as established in Tables ((H) 3 through ((4)) 7 of this 
chapter. 

(38) "Tentatively identified compound (TIC)" means 
compounds detected in samples that are not target com- 
pounds, internal standards, system monitoring compounds or 


surrogates. 


AMENDATORY SECTION (Amending WSR 18-09-048, 
filed 4/13/18, effective 5/14/18) 


WAC 246-390-055 Reporting contracted analytical 
results. (1) A contracting lab that contracts with another lab 
shall: 

((G))) (a) Verify that the contracted lab is ((@)) currently 
certified ((tab)) in Washington to analyze samples for the 
contaminant; 

((@))) (b) Notify the public water system that a sample 
will be contracted to another lab at the time the contracting 
lab confirms that the sample will be contracted out to another 
lab; 

(c) Confirm that the contracted lab receives the sample 
within fourteen calendar days of the contracting lab receiving 
the sample, but not to exceed ((an-anabyte)) a contaminant 
holding time if the holding time is less than fourteen calendar 
days; 

((@))) (d) Provide the following information to the con- 
tracted lab: 

((€@})) (i) The public water system's department assigned 
water system identification number; 

((€))) Gi) The name of the public water system; 

((€e})) (iii) The date the sample was collected; 

((€d))) (iv) The location where the sample was collected; 

((f})) (v) The public water system's department 
assigned source identification number; 

((@)) (vi) The purpose for the sample; 

((€g})) (vii) The sample composition; and 

((Œ)) (vili) The sample type; 

(e) Identify, on the final analytical results to the public 
water system, which sample results were contracted to 
another lab and clearly identify the lab. 

(((4)-Fhe-contractedtab-shall)) (2) A contracted lab that 
receives a sample from a contracting lab shall: 

(a) Submit to the department a copy of the analytical 
results following the requirements under WAC 246-390-065 
and 246-390-075; 

((G}-Fhe-contractedtab-shalt)) (b) Submit a copy of the 
analytical results to the contracting lab in the format and time 
frame per the contract terms established between the con- 
tracting lab and the contracted lab. 


AMENDATORY SECTION (Amending WSR 18-09-048, 
filed 4/13/18, effective 5/14/18) 


WAC 246-390-065 Notification requirements. (1) In 
addition to the data reporting requirements under WAC 246- 
390-075, a lab shall notify the department and the public 
water system ((fer: 
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sree under chaptar 246-200 WAG, ees cel bies 


Sg eee en ee ee ee 
te-contact the department and the public water system by tele- 
phone,facsimHe_or-emailas-soenas_possible after sample 
results have been_determined, but neater than the elese of 
business- 

b Routine repeat -GWR —riggered—souree—watef 
i eae : 

GiS Notiticeron Senate seit Sao ahente acetal She 
department and the _ public water-system by telephone froice 
mailis-acceptable), facsimite_or email as-seonas_pessible 
after sample results _have been-_determined but neaterthan 
the-clese-_of business-onthe next business-dayFortabs that 
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operate seven days_periweek or observe regular heldays: 
weekends-and helidays-are- not considered "business _days" 
forthe purposes-ofthis-subseetion- 


fe} Reutine-or-confirmation sample results for nitrate-or 
nitrite that exceed the MCE under chapters 246290 and 246- 
294 WAC oF 

NG)_Reuti 5 ; | Ifori 
times the_eontaminent's primary MCL-under-ehapters246- 
290-and 246-294 WAC. 


Gd Forte} and (d) ofthis subsection, notification ceeurs 
with-one-attemptte-contact the - department and public water 
system by_telephone_facsimie_oremaitas-seoen_as_possible 
after-sample results have been verified by _quahty control 
staff_but neater than the-clese-of business- 

@))) in accordance with Table 1 of this section for the 
following exceedances: 


Table 1 - Notification Requirements for Routine Compliance Samples 


Required Number of 
Attempts to Contact the 


nitrate or nitrite 


290 and 246-291 WAC 


Sample type Exceeds Required Notification Department 
Routine, repeat, triggered, and assess- Total coliform positive | Close of business same day 3 

ment water coliform samples and E. coli positive 

Routine, repeat, triggered, and assess- Total coliform positive Close of business? next 1 

ment water coliform samples and E. coli negative business day 

Routine or confirmation samples for MCL under chapters 246- | Close of business same day 3 


Routine or confirmation sample results 


4 times the state or fed- 


—_ 


Close of business same day 


for other inorganic, organic, or radiolog- 


eral MCL under chapters 


ical contaminant sample results 


246-290 and 246-291 


WAC 


(2) For routine or confirmation sample results for contaminants that exceed the SAL or state MCL under WAC 246-290- 


315 and classified as Tier 1, Tier 2 bioaccumulative, or Tier 2 nonbioaccumulative under WAC 246-290-71006 Table 17, a lab 


shall notify the department as indicated in Table 2 of this section: 


Table 2 - Notification Requirements for Contaminants with a SAL or State MCL 


Required Number of 
Bioaccumulative Attempts to Contact the 
Tier Number (Y/N) Exceeds 1Required Notification Department 
Tier 1 Either SAL or state MCL Close of business same 3 
day 
Tier 2 Y 4 times SAL or state Close of business same 3 
MCL day 
Tier 2 Y SAL or state MCL Close of business? next 1 
business day 
Tier 2 N 4 times SAL or state Close of business same 1 
MCL day 


1 Notification may occur by telephone, facsimile, or email. If close of business is after 5 p.m. PST, contact the department's after-hours telephone number. 


2 For labs that operate seven days per week or observe regular holidays; weekends and holidays are not considered business days for the purposes of this sub- 


section. 


(3) A lab shall: 
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(a) Document all notification attempts required under 
subsections (1) and (2) of this section by recording the fol- 
lowing information in a paper or electronic logbook: 

(i) Date; 

(ii) Time; 

(iii) Sample number; 

(iv) Public water system name and department-assigned 
identification number; 

(v) The contact person and telephone number, facsimile 
number, or email address for the public water system; 

(vi) The contact person and telephone number, facsimile 
number, or email address of the department; and 

(vii) The initials of the lab person that made the attempt. 

(b) Make the logbook available to the department upon 
request; and 

(c) Retain the logbook for a minimum of two years after 
the last entry date. 


AMENDATORY SECTION (Amending WSR 18-09-048, 
filed 4/13/18, effective 5/14/18) 


WAC 246-390-075 Reporting. (1) A lab shall report 
analytical results to the department and the public water sys- 
tem. 

(2) ((Effeetive-_Decembert+2018,)) A lab submitting 
paper reports shall complete and submit to the department 
data reports following the procedures and templates in the 
department's Laboratory Reporting Guidance, Publication 
DOH 331-530, ((Mareh2048)) December 2021. 

(3) A lab submitting electronic reports shall complete 
and submit to the department data reports following the pro- 
cedures in the department's Electronic Reporting Guidance, 
Publication 331-289, ((Mareh2018)) December 2021. 

(4) Labs shall submit reports to the public water system 
in the format and time frame that was agreed upon when exe- 
cuting the service agreement between the laboratory and the 
public water system. 

(5) Labs shall submit reports of acute contaminant 
results within ten business days after receiving the sample. 

(6) Labs shall submit reports of chronic contaminants 
within ((ferty-five-business)) thirty calendar days after 
receiving the sample. 

(7) Analytical results must be complete, legible, and 
accurate. 

(8) A lab shall report numerical results consistent with 
the accuracy of the EPA-approved methods and any associ- 
ated lab instruments, glassware, or tools. 

(9) A lab shall report numerical results out to, but not 
exceed, one decimal place past the SDRL in cases where the 
last definitely known digit exceeds one decimal place past the 
SDRL as follows: 

(a) If the SDRL is 1.1 and the result, out to the last defi- 
nitely known digit is 1.132, then the value reported to the 
department is 1.13; 

(b) If the digit 6, 7, 8, or 9 is dropped, increase the pre- 
ceding digit by one unit; 

(c) If the digit 0, 1, 2, 3, or 4 is dropped, do not alter the 
preceding digit; or 
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(d) If the digit 5 is dropped, round off the preceding digit 
to the nearest even number. For example, 2.25 becomes 2.2, 
and 2.35 becomes 2.4. 

(10) A lab shall include the following data qualifiers 
adjacent to the results that are affected: 

(a) "B" - This data qualifier is used when the target ((ana- 
łyte)) contaminant is detected in the method blank above the 
lab's established MRL or SDRL, whichever is lower; 

(b) "J" - This data qualifier is used when the result is an 
estimated concentration per subsections (13) ((a#d)), (14), 
and (17) of this section; 

(c) "NDDS" - This data qualifier is used when the ((ana- 
łyte)) contaminant is not detected in duplicate sample; or 

(d) "U" - This data qualifier is used when the radiochem- 
istry ((anabyte)) contaminant is not detected at or above the 
lab's established MDA. 

(11) A lab shall notate on the report to the public water 
system and the department when any analysis is completed 
using a provisional accreditation. 

(12) At the department's request, a lab shall submit the 
following information: 

(a) The method specific QC for any given analytical 
report. 

(b) The most recent MDL procedures performed for any 
given ((analyte)) contaminant. 

(c) The most recent PT study performed for any given 
((anabyte)) contaminant. 

(13) The SDRLs for organic chemical ((anabytes)) con- 
taminants are established in Table ((4)) 3 of this section. All 
contaminants in Table 3 are considered chronic contami- 
nants. 

(a) Labs shall attach to the ((lab-+repert)) analytical result 
a copy of the method specific QC results for any organic 
chemical detection that is reported to the department which is 
at or above the SDRLs listed in Table ((4)) 3 of this section 
except for: 

(i) Chloroform (0027); 

(ii) Bromodichloromethane (0028); 

(iii) Dibromochloromethane (0029); 

(iv) Bromoform (0030); 

(v) Monochloroacetic Acid (0411); 

(vi) Dichloroacetic Acid (0412); 

(vii) Trichloroacetic Acid (0413); 

(viii) Monobromoacetic Acid (0414); 

(ix) Monobromoacetic Acid (0415); and 

(x) Total Organic Carbon (0421). 

(b) A lab shall report organic chemical ((anabyte)) con- 
taminant results when the lab's established MRL is greater 
than the SDRL as: 

(i) "Nondetect" or "ND" when a lab's result is less than 
the SDRL and MRL; 

(ii) An estimated concentration, notated with a "J" data 
qualifier when a result is equal to or greater than the SDRL, 
but less than the lab's established MRL; 

(iii) A number when a result is equal to or greater than 
the lab's established MRL. 

(c) A lab shall report organic chemical ((anałyte)) con- 
taminant results when the lab's established MRL is less than 
the SDRL as: 
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(i) "Nondetect" or "ND" when a lab's result is less than the lab's established MRL; 

(ii) "Nondetect" or "ND" when a lab's result is less than the ((Jab's)) established SDRL; or 

(iii) A number when a result is equal to or greater than the SDRL. 

(d) A lab shall report organic chemical ((anabyte)) contaminant results when their established MRL is equal to the SDRL as: 
(i) "Nondetect" or "ND" when a lab's result is less than the SDRL and MRL; or 

(ii) A number when a result is equal to or greater than the SDRL and the lab's established MRL. 


Table ((4)) 3 - Organic ((Chemieats)) Contaminants 


((Anatyte)) Contaminant 
((Analyte)) Contaminant Name Number Units SDRL 

1,1 Dichloroethane 0058 ug/L 0.5 
1,1 Dichloroethylene 0046 ug/L 0.5 
1,1 Dichloropropene 0062 ug/L 0.5 
1,1,1 Trichloroethane 0047 ug/L 0.5 
1,1,1,2 Tetrachloroethane 0072 ug/L 0.5 
1,1,2 Trichloroethane 0067 ug/L 0.5 
1,1,2,2 Tetrachloroethane 0080 ug/L 0.5 
1,2 Dichlorobenzene 0084 ug/L 0.5 
1,2 Dichloroethane 0050 ug/L 0.5 
1,2 Dichloropropane 0063 ug/L 0.5 
1,2,3 Trichlorobenzene 0098 ug/L 0.5 
1,2,3 Trichloropropane 0079 ug/L 0.5 
1,2,4 Trichlorobenzene 0095 ug/L 0.5 
1,2,4 Trimethylbenzene 0091 ug/L 0.5 
1,3 Dichloropropane 0070 ug/L 0.5 
1,3 Dichloropropene 0154 ug/L 0.5 
1,3,5 Trimethylbenzene 0089 ug/L 0.5 
1,4 Dichlorobenzene 0052 ug/L 0.5 
2,2 Dichloropropane 0059 ug/L 0.5 
2,3,7,8 TCDD (dioxin) 0149 ng/L 0.005 
2,4D 0037 ug/L 0.1 
2,4 DB 0135 ug/L 1 
2,4,5 T 0136 ug/L 0.4 
2,4,5 TP (Silvex) 0038 ug/L 0.2 
3,5 Dichlorbenzoic Acid 0226 ug/L 0.5 
4,4 DDD 0232 ug/L 0.1 
4,4 DDE 0233 ug/L 0.1 
4,4 DDT 0234 ug/L 0.1 
Acenaphthylene 0244 ug/L 0.2 
Acifluorfen 0223 ug/L 2 
Alachlor 0117 ug/L 0.2 
Aldicarb 0142 ug/L 0.5 
Aldicarb Sulfone 0143 ug/L 0.8 
Aldicarb Sulfoxide 0144 ug/L 0.5 
Aldrin 0118 ug/L 0.1 
Anthracene 0246 ug/L 0.2 
Arochlor 1016 0180 ug/L 0.08 
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((Anatyte)) Contaminant 
((Anabyte)) Contaminant Name Number Units SDRL 

Arochlor 1221 0173 ug/L 20 
Arochlor 1232 0174 ug/L 0.5 
Arochlor 1242 0175 ug/L 0.3 
Arochlor 1248 0176 ug/L 0.1 
Arochlor 1254 0177 ug/L 0.1 
Arochlor 1260 0178 ug/L 0.2 
Atrazine 0119 ug/L 0.1 
Bentazon 0220 ug/L 0.5 
Benzene 0049 ug/L 0.5 
Benzo (a) anthracene 0247 ug/L 0.2 
Benzo (a) Pyrene 0120 ug/L 0.02 
Benzo (b) fluoroanthene 0248 ug/L 0.2 
Benzo (k) fluoranthene 0250 ug/L 0.2 
Benzyl Butyl Phthalate 0258 ug/L 1.0 
Bromacil 0179 ug/L 0.1 
Bromobenzene 0078 ug/L 0.5 
Bromochloromethane 0086 ug/L 0.5 
Bromodichloromethane 0028 ug/L 0.5 
Bromoform 0030 ug/L 0.5 
Bromomethane 0054 ug/L 0.5 
Butachlor 0121 ug/L 0.1 
Carbaryl 0145 ug/L 2 
Carbofuran 0146 ug/L 0.9 
Carbon Tetrachloride 0048 ug/L 0.5 
Chlordane (total) 0122 ug/L 0.2 
Chlorobenzene 0071 ug/L 0.5 
Chloroethane 0055 ug/L 0.5 
Chloroform 0027 ug/L 0.5 
Chloromethane 0053 ug/L 0.5 
Chrysene 0251 ug/L 0.2 
Cis- 1,2 Dichloroethylene 0060 ug/L 0.5 
Cis- 1,3 Dichloropropene 0065 ug/L 0.5 
Dalapon 0137 ug/L 1 
DBCP 0103 ug/L 0.02 
DBCP (screening) 0428 ug/L 0.5 
DCPA Acid Metabolites 0225 ug/L 0.1 
Di (2-Ethylhexyl) Adipate 0124 ug/L 0.6 
Di (2-Ethylhexyl) Phthalate 0125 ug/L 0.6 
Dibromoacetic Acid 0415 ug/L 1 
Dibromochloromethane 0029 ug/L 0.5 
Dibromomethane 0064 ug/L 0.5 
Dicamba 0138 ug/L 0.2 
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((Analyte)) Contaminant 

((Anabyte)) Contaminant Name Number Units SDRL 
Dichloroacetic Acid 0412 ug/L 1 
Dichlorodifluoromethane 0104 ug/L 0.5 
Dichlorprop 0221 ug/L 0.5 
Dieldrin 0123 ug/L 0.1 
Diethyl Phthalate 0260 ug/L 1.0 
Dimethyl Phthalate 0261 ug/L 1.0 
Di-n-butyl Phthalate 0259 ug/L 1.0 
Dinoseb 0139 ug/L 0.2 
Diquat 0150 ug/L 0.4 
EDB 0102 ug/L 0.01 
EDB (screening) 0427 ug/L 0.5 
Endothal 0151 ug/L 9 
Endrin 0033 ug/L 0.01 
EPTC 0208 ug/L 0.1 
Ethylbenzene 0073 ug/L 0.5 
((Fluoranthene 0253 pee 02)) 
Fluorene 0254 ug/L 0.2 
Glyphosate 0152 ug/L 6 
HAA(S5) 0416 pg/L Ge) az 
Heptachlor 0126 ug/L 0.04 
Heptachlor Epoxide 0127 ug/L 0.02 
Hexachlorobenzene 0128 ug/L 0.1 
Hexachlorobutadiene 0097 ug/L 0.5 
Hexachlorocyclo pentadiene 0129 ug/L 0.1 
Isopropylbenzene 0087 ug/L 0.5 
Lindane (bhc - gamma) 0034 ug/L 0.02 
M- dichlorobenzene 0083 ug/L 0.5 
M/P Xylenes (MCL for total) 0074 ug/L 0.5 
Methomyl] 0147 ug/L 4 
Methoxychlor 0035 ug/L 0.1 
Methylene Chloride (Dichloromethane) 0056 ug/L 0.5 
Metolachlor 0130 ug/L 0.1 
Metribuzin 0131 ug/L 0.1 
Molinate 0218 ug/L 0.1 
Monobromoacetic Acid 0414 ug/L 1 
Monochloroacetic Acid 0411 ug/L 2 
Naphthalene 0096 ug/L 0.5 
N-Butylbenzene 0094 ug/L 0.5 
N-Propylbenzene 0088 ug/L 0.5 
O- Chlorotoluene 0081 ug/L 0.5 
O- Xylene (MCL for total) 0075 ug/L 0.5 
Oxamy1l 0148 ug/L 2 
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((Anatyte)) Contaminant 

((Anabyte)) Contaminant Name Number Units SDRL 
P- Chlorotoluene 0082 ug/L 0.5 
Paraquat 0400 ug/L 0.8 
PCB (as Decachlorobiphenyl) 0401 ug/L 0.1 
Pentachlorophenol 0134 ug/L 0.04 
Phenanthrene 0256 ug/L 0.2 
Picloram 0140 ug/L 0.1 
P-Isopropyltoluene 0093 ug/L 0.5 
Propachlor 0132 ug/L 0.1 
Pyrene 0257 ug/L 0.2 
Sec- Butylbenzene 0092 ug/L 0.5 
Simazine 0133 ug/L 0.07 
Styrene 0076 ug/L 0.5 
Terbacil 0190 ug/L 0.1 
Tert- Butylbenzene 0090 ug/L 0.5 
Tetrachloroethylene 0068 ug/L 0.5 
Toluene 0066 ug/L 0.5 
Total organic carbon 0421 mg/L 0.7 
Total Trihalomethane 0031 ug/L (5) + 
Total Xylenes 0160 ug/L 0.5 
Toxaphene 0036 ug/L 1 
Trans- 1,2 Dichloroethylene 0057 ug/L 0.5 
Trans- 1,3 Dichloropropene 0069 ug/L 0.5 
Trichloroacetic Acid 0413 ug/L 1 
Trichloroethylene 0051 ug/L 0.5 
Trichlorofluoromethane 0085 ug/L 0.5 
Trifluralin 0243 ug/L 0.1 
Vinyl Chloride 0045 ug/L 0.5 
(Key 
ae = iion or milli , 
agÆ = nanograms per lter 
wel lion ewe } 
x =)) + Results are calculated values based on other analytical results. 


(14) The SDRLs for inorganic chemical ((anabytes)) con- 
taminants are established in Table ((2)) 4 of this section. All 
contaminants in Table 4 are considered chronic contaminants 
except annual, quarterly, or monthly nitrate analysis which is 
considered an acute contaminant. Labs shall report analytical 
results within ten business days after receiving the nitrate 
sample. If nitrate analysis is part of a routine complete inor- 


(ii) An estimated concentration, notated with a "J" data 
qualifier, when a result is equal to or greater than the SDRL, 
but less than the lab's established MRL; or 

(iii) A number when a result is equal to or greater than 
the lab's established MRL. 

(b) A lab shall report inorganic chemical ((anabyte)) con- 
taminant results when the lab's established MRL is less than 


ganic compound panel, then labs shall submit a report to the 
department within thirty calendar days after receiving the 
sample. 

(a) A lab shall report inorganic chemical ((anabyte)) con- 
taminant results when the lab's established MRL is greater 
than the SDRL as: 

(i) "Nondetect" or "ND" when a lab's result is less than 
the SDRL and MRL; 
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the SDRL as: 

(1) "Nondetect" or "ND" when a lab's result is less than 
the lab's established MRL; 

(ii) "Nondetect" or "ND" when a lab's result is less than 
the ((fab's)) department's established SDRL, but greater than 
the lab's established MRL; or 

(iii) A number when a result is equal to or greater than 
the SDRL. 
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oe A lab shall report inorganic chemical ((anałyte)) contaminant results when the lab's established MRL is equal to the 
as: 

i) "Nondetect" or "ND" when a lab's result is less than the SDRL and MRL; or i 

i1) A number when a result is equal to or greater than the SDRL and the lab's established MRL. 


Table ((2)) 4 - Inorganic ((Chemieals)) Contaminants 


((Anatyte)) Contaminant 
((Anatyte)) Contaminant Name Number Units SDRL 

Alkalinity-Lab 0403 mg/L 5 
Antimony 0112 mg/L 0.003 
Arsenic 0004 mg/L 0.001 
Asbestos 0115 MFL 0.20 
Barium 0005 mg/L 0.1 
Beryllium 0110 mg/L 0.0003 
Bromate 0419 mg/L 0.005/0.001(5)) 
Cadmium 0006 mg/L 0.001 
Chloride 0021 mg/L ((26)) 2 
Chlorite 0418 mg/L 0.02 
Chromium 0007 mg/L 0.007 
Color 0018 CU 15 
Conductivity 0016 umhos/cm 70 
Copper 0023 mg/L 0.02 
Cyanide 0116 mg/L 0.05 
Fluoride 0019 mg/L 0.2 
Hardness 0015 mg/L 10 
Iron 0008 mg/L 0.1 
Lead 0009 mg/L 0.001 
Manganese 0010 mg/L 0.01 
Mercury 0011 mg/L 0.0002 
Nickel 0111 mg/L 0.005 
Nitrate-n 0020 mg/L 0.5 
Nitrite-n 0114 mg/L 0.1 
Selenium 0012 mg/L 0.002 
Silver 0013 mg/L 0.1 
Sodium 0014 mg/L 5 
Sulfate 0022 mg/L ((50)) 2 
TDS-total dissolved solids 0026 mg/L 100 
Thallium 0113 mg/L 0.001 
Total nitrate/nitrite 0161 mg/L 0.5 
Turbidity 0017 NTU 0.1 
Zinc 0024 mg/L 0.2 

(Key 

cu = colorunits 

Mri = H : 

mgt z parts permiion or milligrams perliter 

KES _ Pas. 

prthes/emt = micromhos-per-centimeter 

x =)) Labs that use EPA Methods 317.0, 326.0 or 321.8 must meet a 0.0010 mg/L SDRL for bromate. 
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(15) The SDRLs for radiochemistry ((anabytes)) contaminants are established in Table ((3)) 5 of this section. All contami- 
nants in Table 5 are considered chronic contaminants. 

(a) A lab's MDA must meet the established SDRL levels for the analysis to be considered for compliance purposes. 

(b) A lab shall report radiochemistry ((anatyte)) contaminant results as: 

(i) A number and a "U" qualifier if the ((anabyte)) contaminant was analyzed for, but not detected at or above the lab's estab- 
lished MDA; or 

(ii) A number when a result is equal to or greater than the lab's established MDA. 


Table ((3)) 5 - Radiochemistry Contaminants 


((Anatyte)) Contaminant 

((Anabyte)) Contaminant Name Number Units SDRL 
Cesium 134 0107 pCi/L 10.0 
Gross Alpha 0165 pCi/L 3.0 
Gross Alpha (Minus Uranium) 0041 pCi/L (5) 
Gross Beta 0042 pCi/L 4.0 
Iodine 131 0108 pCi/L 1.0 
Radium 226 0039 pCi/L 1.0 
Radium 226 + 228 0040 pCi/L (5) 
Radium 228 0166 pCi/L 1.0 
Radon 0109 pCi/L ((®) + 
Strontium 90 0044 pCi/L 2.0 
Tritium 0043 pCi/L 1000 
Uranium 0105 ug/L 1.0 
(Key 
pcb = , ; ; 
BAE £ ilion, i f 
x =)) + Results are calculated values based on other analytical results. 


(16) The units for microbiology ((anabytes)) contaminants are established in Table ((4)) 6 of this section. All contaminants 
in Table 6 are considered acute contaminants. 

(a) Total coliform and E. coli results for routine and repeat samples in accordance with 40 C.F.R. 141 Subpart Y - Revised 
Total Coliform Rule, GWR triggered, and GWR assessment source sample results that are absent or present as follows: 

(i) "Satisfactory" if no total coliforms are detected. 

(ii) "Unsatisfactory" if: 

(A) Total coliforms are detected; and 

(B) E. coli absent if E. coli is not detected; or 

(C) E. coli present if E. coli is detected. 

(b) A lab shall report routine filtered and unfiltered surface water microbiology ((anałyte)) contaminant results as a number. 

(c) A lab shall report routine heterotrophic plate count results as a number. 

(d) A lab shall report results of investigative samples or samples collected for information only to the public water system 
for total coliforms, fecal coliforms, and E. coli as a number or, as absent or present. Investigative samples or samples collected 
for information only are not required to be reported to the department. 


Table ((4)) 6 - Microbiology Contaminants 


((Analyte)) Contaminant Name ((Anebyte)) Contaminant Number Units 
E. coli (numerical) 0003 CFU/100mL 
E. coli (numerical) 0003 MPN/100mL 
E. coli (absence/presence) 0003 N/A 
Fecal Coliform (numerical) 0002 CFU/100mL 
Fecal Coliform (numerical) 0002 MPN/100mL 
Fecal Coliform (absence/presence) 0002 N/A 
Heterotrophic Plate Count (numerical) 0101 CFU/1mL 
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((Analyte)) Contaminant Name ((Aneabte)) Contaminant Number Units 
Heterotrophic Plate Count (numerical) 0101 MPN/mL 
Total Coliform (numerical) 0001 CFU/100mL 
Total Coliform (numerical) 0001 MPN/100mL 
Total Coliform (absence/presence) 0001 N/A 
((Feeal Coliform (numerical 0002 CFUHOOmE 
Feeal Coliform numerical 0002 MPNA00mE 
FeealCelfermtabsence/presence) 0002 NA 
E-eotitabsence/presenee} 0003 NA 
Heteretrophic Plate Count numerical HOH CEUAmE 

Key 
E a sani > 


ere ; eee 
aia i ) 


(17) The SDRLs for per- and polyfluoroalkyl substances (PFAS) are established in Table 7 of this section. All contaminants 


in Table 7 are considered chronic contaminants. 


(a) A lab shall analyze PFAS samples using EPA method 537.1, or EPA method 533, or with written approval, other depart- 


ment-approved methods. 


(b) A lab shall report PFAS contaminant results when the lab's established MRL is greater than the SDRL as follows: 


(i) "Nondetect" or "ND" when a lab's result is less than the SDRL and MRL; 
(i1) An estimated concentration, notated with a "J" data qualifier when a result is equal to or greater than the SDRL, but less 


than the lab's established MRL: or 


(iii) A number when a result is equal to or greater than the lab's established MRL. 


(c) A lab shall report PFAS contaminant results when the lab's established MRL is less than the SDRL as follows: 


(i) "Nondetect" or "ND" when a lab's result is less than the lab's established MRL: 


(ii) "Nondetect" or "ND" when a lab's result is less than the established SDRL; or 


(iii) A number when a result is equal to or greater than the SDRL. 


(d) A lab shall report PFAS contaminant results when the lab's established MRL is equal to the SDRL as follows: 


(i) "Nondetect" or "ND" when a lab's result is less than the SDRL and MRL; or 


(ii) A number when a result is equal to or greater than the SDRL and the lab's established MRL. 


(e) A lab shall report to the department any tentatively identified compounds (TIC) that are detected while analyzing a PFAS 


sample if the approved method allows for TIC determinations to be made. 


(£ A lab shall attach to the analytical result a copy of the method-specific QC results for any TIC detections that are reported 


to the department. 


Table 7 - Per- and Polyfluoroalkyl Contaminants 


Required Required 
Contaminant | Contaminant 
Contaminant List for EPA List for EPA 
Contaminant Name Number Units | SDRL 537.1 533 
(1 1Cl-PF3OUdS) 11-Chloroeicosafluoro-3-oxaunde- 448 ng/L 2 Y Y 
cane-1-sulfonic acid 
(4:2FTS) 1H,1H, 2H, 2H-Perfluorohexane sulfonic 450 ng/L 2 N Y 
acid 
(6:2FTS) 1H,1H, 2H, 2H-Perfluorooctane sulfonic 451 ng/L 2 N Y 
acid 
(8:2FTS) 1H, 1H, 2H, 2H-Perfluorodecane sulfonic 452 ng/L 2 N Y 
acid 
(9CI-PF3ONS) 9-Chlorohexadecafluoro-3- 446 ng/L 2 Y Y 
oxanonane-1-sulfonic acid 
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Required 4Required 
Contaminant | Contaminant 
Contaminant List for EPA_ | List for EPA 
Contaminant Name Number Units | SDRL 537.1 533 

(ADONA) 4,8-Dioxa-3H-perfluorononanoic acid 445 ng/L 2. Y Y 
(HFPO-DA) Hexafluoropropylene oxide dimer acid 447 ng/L 2: Y Y 
(NEtFOSAA) N-ethyl perfluorooctanesulfonamido- 441 ng/L 3 Y N 
acetic acid 

(NFDHA) Nonafluoro-3,6-dioxaheptanoic acid 453 ng/L 2 N Y 
(NMeFOSAA) N-methyl perfluorooctanesulfonami- 442 ng/L 3 Y N 
doacetic acid 

(PFBA) Perfluorobutanoic acid 454 ng/L 2 N Y 
(PFBS) Perfluorobutanesulfonic acid 429 ng/L 2; Y Y 
(PFDA) Perfluorodecanoic acid 436 ng/L 2 Y Y 
(PFDoA) Perfluorododecanoic acid 438 ng/L 2 Y Y 
(PFEESA) Perfluoro(2-ethoxyethane)sulfonic acid 460 ng/L 2 N Y 
(PFHpA) Perfluoroheptanoic acid 430 ng/L 2 Y Y 
(PFHpS) Perfluoroheptanesulfonic acid 455 ng/L 2 N Y 
(PFHxA) Perfluorohexanoic acid 435 ng/L 2 Y Y 
(PFHxS) Perfluorohexanesulfonic acid 431 ng/L 2 Y Y 
(PFMBA) Perfluoro-4-methoxybutanoic acid 456 ng/L 2 N Y 
(PFMPA) Perfluoro-3-methoxypropanoic acid 457 ng/L 2 N Y 
(PFNA) Perfluorononanoic acid 432 ng/L 2 Y Y 
(PFOA) Perfluorooctanoic acid 434 ng/L 2 Y Y 
(PFOS) Perfluorooctanesulfonic acid 433 ng/L 2 Y Y 
(PFPeA) Perfluoropentanoic acid 458 ng/L 2 N Y 
(PFPeS) Perfluoropentanesulfonic acid 459 ng/L 2 N Y 
(PFTA) Perfluorotetradecanoic acid 440 ng/L 2 Y N 
(PFTrDA) Perfluorotridecanoic acid 439 ng/L 2 Y N 
(PFUnA) Perfluoroundecanoic acid 437 ng/L 2 Y Y 


3 For a water system to qualify for a monitoring waiver these contaminants must be reported to the department if analyzing the sample using EPA method 537.1. 


4 For a water system to qualify for a monitoring waiver these contaminants must be reported to the department if analyzing the sample using EPA method 533. 


AMENDATORY SECTION (Amending WSR 18-09-048, 
filed 4/13/18, effective 5/14/18) 


WAC 246-390-085 Enforcement. (1) When a lab fails 
to comply with the requirements of this chapter, the depart- 
ment may initiate one or more of the following enforcement 
actions: 

(a) An informal ((letter)) enforcement document direct- 
ing appropriate corrective measures to return a lab to compli- 
ance with the requirements of this chapter prior to taking for- 
mal enforcement measures; 

(b) A formal enforcement process that includes, but is 
not limited to: 

(i) A notice ((ef)) to correct violations ((requiting-appre- 


(c}-A-compliance-schedule-of specific actions needed-te 
hi i 


[31] 


(iii) A formal compliance agreement. 

(2) If a lab fails to comply with ((a-netice-of correction 
as)) the terms and deadlines specified in one or more enforce- 
ment documents in subsection (1)((€&)) of this section, the 
department may revoke or suspend a lab's drinking water cer- 
tification in accordance with WAC 246-390-095. 


AMENDATORY SECTION (Amending WSR 18-09-048, 
filed 4/13/18, effective 5/14/18) 


WAC 246-390-095 Revocation and suspension. (1) 
The department may suspend a lab's certification for up to 
one year or revoke a lab's certification for up to five years if 
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a lab fails to comply with ((anetice-ofcorrectionas)) any for- 
mal enforcement actions specified in WAC 246-390-085(1). 

(2) A lab whose certification is suspended or revoked 
may, after the period of suspension or revocation has ended, 
apply for certification in conformance with the requirements 
at the time of application. 

(3) If ecology suspends or revokes a lab's accreditation 
for drinking water ((anabytes)) contaminants as authorized 
under chapter 173-50 WAC, the department shall immedi- 
ately suspend or revoke a lab's certification to analyze drink- 
ing water samples. The lab must immediately notify the 
department and public water systems of any samples that are 
invalidated as a result of the revocation or suspension. 


WSR 21-16-095 
PROPOSED RULES 
STATE BOARD OF HEALTH 
[Filed August 3, 2021, 11:55 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 18- 
01-080. 

Title of Rule and Other Identifying Information: Chapter 
246-290 WAC, Group A public water supplies. The proposal 
makes amendments to this chapter to include requirements 
regarding per- and polyfluoroalkyl substances (PFAS), feder- 
ally unregulated contaminants. The proposal establishes the 
administrative processes for setting drinking water quality 
standards as state action levels (SAL) and state maximum 
contaminant levels (MCLs). The proposal also establishes 
SALs for five PFAS contaminants: Perfluorooctanoic acid 
(PFOA), perfluorooctane sulfonic acid (PFOS), perfluoro- 
hexane sulfonic acid (PFHxS), perfluorononanoic acid 
(PFNA), and perfluorobutane sulfonic acid (PFBS). The pro- 
posal requires Group A community and nontransient non- 
community public water systems to test for PFAS. For those 
Group A water systems that have detections of PFAS, but do 
not exceed the SAL, the proposal requires additional ongoing 
monitoring, with the frequency of monitoring based upon the 
detected level in comparison to the SAL. It also establishes 
reporting, recordkeeping, and consumer confidence report 
requirements. For those Group A water systems that exceed 
the SAL, the proposal requires follow-up actions such as 
monitoring, public notification, additional recordkeeping, 
and reporting requirements. 

Hearing Location(s): On October 13, 2021, at 1:30 p.m. 
In response to the COVID-19 pandemic and public health 
emergency, the state board of health will not provide a phys- 
ical location for this hearing to promote social distancing and 
the safety of the citizens of Washington state. A virtual public 
hearing, without a physical meeting space, will be held 
instead. Please register for the public hearing for chapter 246- 
290 WAC, Group A public water supplies. Registration link 
here https://usO2web.zoom.us/webinar/register/WN_KVff 
1ReLToOu6mTS_GHpjg. After registering, you will receive 
a confirmation email containing information about joining 
the webinar. 

Date of Intended Adoption: October 13, 2021. 
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Submit Written Comments to: Jocelyn W. Jones, Depart- 
ment of Health, Office of the Assistant Secretary, P.O. Box 
47820-7820, Olympia, WA 98504-7820, email https:// 
fortress.wa.gov/doh/policyreview, PFAS1@doh.wa.gov, by 
September 3, 2021. 

Assistance for Persons with Disabilities: Contact Jocelyn 
W. Jones, phone 360-236-3020, TTY 711, email jocelyn. 
jones@doh.wa.gov, PFAS1@doh.wa.gov, by September 29, 
2021. 


Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: The purpose of the 
proposal is to protect public health by establishing SALs for 
PFAS, which are currently unregulated contaminants without 
an established MCL, and which may be present in Washing- 
ton state Group A public drinking water systems. 

At a minimum, Group A water systems will be required 
to take one sample every three years for each active and per- 
manent or seasonal source to determine if the drinking water 
is contaminated with PFAS. 


The anticipated effect of the proposal is to inform cus- 
tomers of Group A drinking water systems about the quality 
of the drinking water. Group A water systems with an 
exceedance of any PFAS SAL must notify their customers so 
they can make more informed decisions about their health 
and the health of their families. 


In addition, the department of health (department) and 
purveyors of Group A water systems will have more data 
available upon which to base future decisions regarding 
PFAS drinking water contamination and potential mitigation 
options, should they be necessary to protect public health. 

The proposal also establishes the process the board and 
the department would be required to follow should it ever be 
necessary to establish a state MCL. 


Reasons Supporting Proposal: PFAS are chemicals that 
have been used in industry and consumer products such as 
carpeting, apparels, upholstery, food paper wrappings, fire- 
fighting foams, and metal plating worldwide since the 1950s. 
Wide use combined with their persistent and bioaccumulative 
properties have led to widespread detection of PFOA, PFOS, 
PFHxS, and PFNA in the blood serum of the general United 
States population. Average serum levels of PFAS may be 
more than one hundred times higher than national norms in 
communities exposed via contaminated drinking water and 
currently the state has limited data on PFAS contamination in 
Group A water systems in Washington state. 

A recent Center for Disease Control (CDC), Agency for 
Toxic Substances and Disease Registry (ATSDR) study in 
the community of Airway Heights, Washington showed that 
study participants had mean serum levels of PFHxS that were 
sixty times higher than national norms even two years after 
PFAS contamination had been fully mitigated in their com- 
munity drinking water. Mean serum levels of PFOS and 
PFOA in participant's serum were ten and six times higher 
than national norms, respectively. 

Health concerns about PFAS stem from the wide range 
of adverse effects observed in animal testing. Effects of the 
best studied PFAS include liver, kidney, thyroid and immune 
toxicity, developmental and reproductive toxicity, hormone 
disruption and tumors in certain organs like the liver. The 
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specific profile of effects and the weight of evidence varies 
by the PFAS examined. 

Monitoring for the five proposed PFAS contaminants in 
the state's Group A water systems will assist the state in iden- 
tifying PFAS contamination in Group A water systems state- 
wide and is intended to help the department locate sources of 
contamination and allow for source control measures to be 
implemented, stopping future contamination from occurring. 

Public notification requirements will inform drinking 
water customers if their drinking water exceeds a SAL, pro- 
viding customers with information that can protect their 
health and safety and that of their families. 

Statutory Authority for Adoption: RCW 43.20.050. 

Statute Being Implemented: RCW 70A.125.080. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: State board of health, governmen- 
tal. 

Name of Agency Personnel Responsible for Drafting: 
Jocelyn W. Jones, 111 Israel Road S.E., Tumwater, WA 
98501, 360-236-3020; Implementation and Enforcement: 
ODW Director, 111 Israel Road S.E., Tumwater, WA 98501, 
360-236-3178. 

A school district fiscal impact statement is not required 
under RCW 28A.305.135. 

A cost-benefit analysis is required under RCW 34.05.- 
328. A preliminary cost-benefit analysis may be obtained by 
contacting Jocelyn W. Jones, Department of Health, P.O. 
Box 47820, Olympia, WA 98504-7820, phone 360-236- 
3020, TTY 711, email jocelyn.jones@doh.wa.gov, pfas. @ 
doh.wa.gov. 

This rule proposal, or portions of the proposal, is exempt 
from requirements of the Regulatory Fairness Act because 
the proposal: 

Is exempt under RCW 19.85.025(3) as the rules are 
adopting or incorporating by reference without 
material change federal statutes or regulations, 
Washington state statutes, rules of other Washing- 
ton state agencies, shoreline master programs other 
than those programs governing shorelines of state- 
wide significance, or, as referenced by Washington 
state law, national consensus codes that generally 
establish industry standards, if the material adopted 
or incorporated regulates the same subject matter 
and conduct as the adopting or incorporating rule; 
and rules only correct typographical errors, make 
address or name changes, or clarify language of a 
tule without changing its effect. 

Explanation of exemptions: The following sections 
incorporate by reference without material change a Washing- 
ton state statute: WAC 246-290-001 Purpose and scope, 246- 
290-050 Enforcement, 246-290-100 Water system plan, 246- 
290-107 Place of use expansion, 246-290-415 Operations 
and maintenance, and 246-290-630 General requirements. 

In addition, the following sections clarify language of 
the rule without changing its effect: WAC 246-290-100 
Water system plan, 246-290-415 Operations and mainte- 
nance, 246-290-453 Corrective action under the GWR, 246- 
290-490 Cross-connection control, 246-290-630 General 
requirements, 246-290-638 Analytical requirements, 246- 


WSR 21-16-095 


290-654 Treatment criteria for filtered systems, 246-290-660 
Filtration, 246-290-686 Compliance requirements for unfil- 
tered systems, 246-290-71002 Public notice content, 246- 
290-71004 Public notification mandatory language, and 246- 
290-72001 Purpose and applicability of consumer confidence 
report requirements. 

Lastly, WAC 246-290-010 Definitions, abbreviations, 
and acronym, the impact of definition changes are analyzed 
in the context they are used in throughout the rule sections 
and WAC 246-290-810 Water use efficiency program, makes 
a technical correction to align the table numbers in the chap- 
ter. 

The proposed rule does impose more-than-minor costs 
on businesses. 


Small Business Economic Impact Statement 


The majority of estimated costs of the proposed rule are 
associated with collecting and analyzing the samples. These 
costs are relatively fixed and are not contingent or impacted 
by the size of the business. Public notices, follow-up moni- 
toring, and including these contaminants in the system's con- 
sumer confidence report are not required unless a Group A 
water system detects or exceeds a PFAS SAL in a compliance 
sample. 

Because the costs are relatively fixed, the department 
assumes that that rule will have a disproportionate impact on 
small businesses. 

Description of the proposed rule, including: A brief 
history of the issue; an explanation of why the proposed 
rule is needed; and a brief description of the probable 
compliance requirements and the kinds of professional 
services that a small business is likely to need in order to 
comply with the proposed rule. 

Background: More than 6.2 million Washington resi- 
dents get their drinking water from Group A public water sys- 
tems (Group A water systems). In Washington state, the state 
board of health (board) regulates Group A water systems 
under RCW 43.20.050. 

Under RCW 70A.125.080, the department is directed to 
administer a Group A drinking water program with at least 
the elements necessary to assume primary enforcement 
responsibility of the federal Safe Drinking Water Act. 

The department administers the Group A drinking water 
program and regulates Group A water systems with a formal 
agreement with the United States Environmental Protection 
Agency (EPA) known as "primacy." The department's other 
authorities to regulate Group A water systems come from 
state laws, like those mentioned above, and WAC, like the 
Group A public water supplies rule, chapter 246-290 WAC, 
which the board is proposing to amend at this time. The 
department and the board work closely on rule-making proj- 
ects, with the department providing expertise, resources, and 
recommendations to the board. Ultimately, it is the board that 
has the authority to adopt the proposed changes in this rule. 

The board accepted a petition from Toxic Free Future 
and nine other organizations on October 11, 2017, to set 
drinking water standards for PFAS in chapter 246-290 WAC. 

PFAS are chemicals that have been used in industry and 
consumer products such as carpeting, apparels, upholstery, 
food paper wrappings, fire-fighting foams, and metal plating 
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worldwide since the 1950s. Wide use combined with their 
persistent and bioaccumulative properties have led to wide- 
spread detection of PFOA, PFOS, PFHxS, and PFNA in the 
blood serum of the general United States population'. Aver- 
age serum levels of PFAS may be more than one hundred 
times higher than national norms in communities exposed via 
contaminated drinking water. A recent CDC, ATSDR study 
in the community of Airway Heights, Washington showed 
that study participants had mean serum levels of PFHxS that 
were sixty times higher than national norms even two years 
after PFAS contamination had been fully mitigated in their 
community drinking water’. Mean serum levels of PFOS and 
PFOA in participant's serum were ten and six times higher 
than national norms, respectively. 

Health concerns about PFAS stem from the wide range 
of adverse effects observed in animal testing. 

Effects of the best studied PFAS include liver, kidney, 
thyroid and immune toxicity; developmental and reproduc- 
tive toxicity, hormone disruption and tumors in certain 
organs like the liver*. The specific profile of effects and the 
weight of evidence varies by the PFAS examined. 

Health researchers are still learning about how environ- 
mental exposure to PFAS might affect people's health. The 
strongest evidence from epidemiology indicates that some 
PFAS may increase serum cholesterol levels‘, alter liver 
enzyme levels‘, slightly lower birth weights’, and reduce 
immune response to childhood vaccines’. Outcomes with 
more limited evidence of an association with PFAS exposure 
include thyroid disease, hypertension disorders during preg- 
nancy, reproductive problems, altered hormone levels, and 
metabolic issues’. There is some evidence from occupational 
and nonoccupational studies that PFOA may increase rates of 
kidney and testicular cancer!®. Little human-data are avail- 
able for other PFAS. 

Starting in 2002, PFAS have been detected in United 
States drinking water, primarily near manufacturing facili- 
ties, local fire departments, military bases and airports. 
Between 2013 and 2015, EPA required a representative num- 
ber of Group A water systems to measure for six PFAS as 
part of the third Unregulated Contaminant Monitoring Rule 
(UCMR3)"". 

In Washington state, this UCMR3 sampling included 
one hundred thirty-two water systems representing ninety- 
four percent of people served by Group A water systems. 
Additionally, voluntary testing by the Navy, Air Force, and 
Army has discovered additional drinking water contamina- 
tion in private and public wells on or around four military 
bases between 2016 and 2020. Proactive testing by nearby 
public water systems has discovered additional wells that are 
impacted. 

PFAS have been identified in drinking water in Issaquah 
and in private wells and public water systems at or near four 
military bases: Naval Air Station Whidbey Island, Fairchild 
Air Force Base, Joint Base Lewis-McChord, and Navy Base 
Kitsap-Bangor. In each area, the sum of PFOA and PFOS in 
at least one drinking water well exceeded the lifetime health 
advisory level of 70 parts per trillion (ppt) set by the EPA in 
May 2016. PFAS-based firefighting foam is the suspected 
source of contamination at all these areas. Ongoing investiga- 
tions may identify other contributing sources. In light of this, 
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several Group A water systems have either installed treat- 
ment to reduce PFAS or are pursuing treatment. 

In Washington, while we know PFAS have been identi- 
fied in multiple areas, we do not yet know the full extent of 
PFAS contamination in our drinking water supplies, and the 
science around PFAS is evolving quickly. 

In this rule making, the board and the department consid- 
ered setting a state MCL for PFAS but ultimately the board 
directed the department to develop a "state advisory level," 
which is undergoing a concurrent name change in this pro- 
posal to "state action level (SAL)." 

Why are the changes to the rule needed? This pro- 
posed rule change is needed to protect public health from an 
unregulated contaminant in Washington state drinking water. 

Monitoring for these proposed contaminants will help us 
identify PFAS contamination in Group A public water sys- 
tems across our state. The proposed rule establishes public 
notification requirements to inform drinking water consum- 
ers if levels of PFAS in their drinking water exceed a SAL. 
The proposed rule will help us better understand the extent of 
PFAS contamination across our state. 

Michigan, a state that has done comprehensive testing”, 
found contamination sites that were not located near any 
obvious PFAS release site. Because we still don't know about 
all the different uses of PFAS or the industrial users of PFAS, 
testing based on proximity to a known release site will not be 
comprehensive enough. Finding PFAS in drinking water sup- 
plies led Michigan to seek and find local release sites that 
could be mitigated. Mitigating a source will benefit the drink- 
ing water supply, and consumers of that supply, over the long 
term. 

One example is that contamination of PFAS in the Ann 
Arbor water system led to discovery of a chrome plating 
company that was discharging PFOS to a tributary 
upstream!>. The local government required the company to 
install pretreatment to remove the PFOS from its discharge. 
That not only benefitted the water system but also fish and 
wildlife that share the river. 

PFAS are odorless and tasteless so the only way to know 
if they are in your water system is to test for them. PFAS con- 
tamination of groundwater is likely to be a localized problem. 
One-time testing broadly across our state of Group A systems 
will help us find impacted drinking water supplies and notify 
other nearby private and Group B wells that they may want to 
test'*. It will start the process of finding and mitigating local 
sources. 

Should PFAS results be very high in a community, then 
the department and local health officer would work to sup- 
port them in our shared mission to protect public health—just 
as we would in any other public health emergency. 

A key part of this assistance would be in risk communi- 
cations to help the utility and its customers discuss next steps. 
These discussions will likely lead to choices these communi- 
ties will have to make to protect public health and safety and 
address the PFAS contamination in their drinking water sup- 
plies. This is a mission we all share. 

The department is working with the department of ecol- 
ogy (ecology), to develop a PFAS Chemical Action Plan 
(PFAS CAP)'’. The proposed PFAS SALs lay the foundation 
for ecology to establish clean-up standards for PFAS. The 
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draft PFAS CAP!‘ makes several recommendations that 
would support Group A water systems in addressing PFAS 
contamination when and if it is discovered upon implementa- 
tion of these proposed amendments. 

What are the compliance requirements in the pro- 
posed rule? The proposal establishes SALs for five PFAS 
contaminants—PFOA, PFOS, PFHxS, PFNA, and PFBS. 
The proposed rule requires Group A community and nontran- 
sient noncommunity (NTNC) public water systems!” to test 
for PFAS. These Group A water systems will be required to 
take one sample every three years—for each active and per- 
manent or seasonal source—to determine if the drinking 
water is contaminated with PFAS. 

It should be noted that transient noncommunity (TNC) 
Group A water systems'* that are near a known or suspected 
area of PFAS contamination may also be required to sample 
for PFAS under the proposed rule. 

For those Group A water systems that have detections of 
PFAS, but do not exceed the SAL, the proposed rule requires 
additional ongoing monitoring, with the frequency of moni- 
toring based upon the detected level in comparison to the 
SAL. It also establishes reporting, recordkeeping, and con- 
sumer confidence report (CCR) requirements. 

For those Group A water systems that exceed the SAL, 
the rule also sets follow-up actions such as monitoring, public 
notification, and additional recordkeeping and reporting 
requirements. 
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For those Group A water systems that exceed the SAL, 
the rule sets follow-up actions such as monitoring, public 
notification, and additional recordkeeping and reporting 
requirements. There may be individual situations where a 
water system's PFAS results are very high and pose an imme- 
diate public health threat. In those unique situations, the 
department, the water system, and the local health officer will 
work together to take actions to protect public health, as they 
would in the event of any known or unknown contaminant. If 
supported by the facts and emerging science, the local health 
officer and/or the department may order a water system to 
take action to remedy a public health emergency under its 
general authority to regulate drinking water systems, includ- 
ing RCW 70A.125.030(1), 70.05.070, 43.70.130(7). This 
would be a case-by-case decision, not a requirement of gen- 
eral application under this rule. 


Some Group A water systems hire outside firms/contrac- 
tors to conduct certain activities for the business. This 
includes contractors to take water samples, prepare CCR, and 
represent the company before the Washington utilities and 
transportation commission (UTC). These costs are further 
discussed in section 3 below. 


The following businesses are required to comply with 
the proposed rule using the North American Industry Classi- 
fication System (NAICS) codes and what the minor cost 
thresholds are. 


Table 1: Businesses Required to Comply Using NAICS Code 


NAICS Code Minor Cost Threshold = Minor Cost Threshold = 
(4, 5 or 6 digit) NAICS Business Description 1% of Average Annual Payroll!’ .3% of Average Annual Receipts?’ 
221310 Water supply and irrigation systems”! $2,154 $1,814 

Probable cost of compliance. The following are the Group A water 
probable costs to comply with the proposed rule, includ- systems, IOUs 
ing cost a: ea paid SRR De eee Categories IOUs and SMAs and SMAs 
vices and increased administrative costs; and whether S 
compliance with the proposed rule will cause businesses Monitoring cost $675 to $1,140 $610 to $2,386 
to lose sales or revenue. The department sent surveys to Tange ae PFAS 
Group A and community and NTNC public water systems sample 
that the department had email addresses for in our files. Of Monitoring aver- $199 + $600 = $196 + $600 = 
the more than one thousand public water systems, one hun- age costperPFAS $799 $796 
dred thirty-six responded to the survey request. In addition, sample 
the department conducted a survey of all investor-owned util- . . 
JE : Public notifica- $50 to $1,216 $15 to $49,680 
ities (IOUs) regulated by UTC and a subset of privately ti 

; 3 ; 10n cost range per 
owned satellite management agencies (SMAs) (for which the darter 
department had email addresses) to obtain an estimated cost q f ; 
of the proposed rule. Table 2 below shows the responses to Public notifica- $482 $2,505 
the survey. tion average cost 
per quarter 
Table 2: Survey Response: Summary Recordkeeping $12.50 to $1,034 $1 to $2,400 


Group A water 


systems, IOUs 
Categories IOUs and SMAs and SMAs 
Number sampled 49 IOUs + 21 Over 1,000 
SMAs = 70 
Number 14 136 


responded 


and reporting 

annual cost range 

Recordkeeping $192 $235 
and reporting 

average annual 

cost 
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Group A water 


systems, IOUs 
Categories IOUs and SMAs and SMAs 
CCR annual cost $10 to $792 $5 to $4,071 
range per system 
CCR annual aver- $113 $226 
age cost per sys- 
tem 


Cost Summary: The costs provided in the table above 
for monitoring are for one sample from one source. A Group 
A water system will have to multiply these sampling costs by 
the number of active and permanent or seasonal sources they 
have on their system to get a planning level estimate of 
costs”. In addition to the initial sampling and PN costs, if a 
business must conduct follow-up sampling, again, a multipli- 
cation factor would be used to determine total sampling costs. 

Some costs are incurred by all Group A water systems 
that sample whether or not there are detections, such as 
recordkeeping and reporting. Public notification is only 
required by those Group A water systems with results that 
exceed a SAL. Costs associated with this rule for adding 
additional contaminants to a consumer confidence report 
applies only if a business' Group A water source had detec- 
tions for any PFAS contaminants within the last five years. 
For a more in-depth explanation of the costs of the proposed 
rule, please refer to the legislative significant analysis for the 
Group A water system rule. For businesses that operate water 
systems, the department assumes that the cost of the rule 
(e.g., monitoring, public notification, recordkeeping and 
reporting and addition to the consumer confidence report) 
will ultimately be paid by the users of the water systems in 
fees. 


Loss of sales or revenue discussion: Only one respon- 
dent indicated they thought they might lose revenue because 
some water system clients may use this as an opportunity to 
look for other SMA competitors that charge less for the same 
services. 

The proposed rule may impose more-than-minor 
costs on businesses in the industry: Based on the survey 
results that show: (1) Cost of taking one sample for one 
source (estimated average cost of $799) and that some busi- 
nesses have several sources to test, (2) businesses that exceed 
the PFAS SAL will take additional samples, complete record- 
keeping and reporting (average annual cost of $192), send out 
public notification (estimated quarterly cost $482), and 
include PFAS information in the CCR (estimated average 
annual cost $113), the department's assumption is that the 
proposed rule will impose more than the $1,814 minor cost 
threshold on two or more businesses in the industry. 

The proposed rule may have a disproportionate 
impact on small businesses as compared to the ten per- 
cent of businesses that are the largest businesses required 
to comply with the proposed rule: The majority of esti- 
mated costs of the proposed rule are associated with collect- 
ing and analyzing PFAS samples. These costs are relatively 
fixed and are not contingent or impacted by the size of the 
business. Public notices, follow-up monitoring, and including 
these contaminants in the system's CCR are not required 
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unless a Group A water system detects or exceeds a PFAS 
SAL in a compliance sample. 


Because the costs are relatively fixed, the department 
assumes that rule will have a disproportionate impact on 
small businesses. 


Steps taken to reduce the costs of the rule on small 
businesses. If the costs can not be reduced, a clear expla- 
nation of why is provided: Based upon the requirement in 
RCW 19.85.030, the department considered each of the fol- 
lowing methods of reducing the impact of the proposed rule 
on small businesses. 


Reducing, modifying, or eliminating substantive reg- 
ulatory requirements: The scope of the rule is very narrow. 
It establishes requirements for Group A water systems to test 
each source to determine if there is PFAS contamination. The 
proposal does allow Group A water systems that participate 
in EPA's UCMRS5 to use these sample results towards meet- 
ing the initial monitoring requirements. This will be a cost 
savings for all Group A water systems that participate in 
UCMRS5. Additionally, the proposed rule will help us better 
understand the extent of PFAS contamination across our 
state, so we can develop a waiver model that will reduce the 
burden of monitoring, while still ensuring public health pro- 
tection. 

Simplifying, reducing, or eliminating recordkeeping 
and reporting requirements: There were no simplification, 
reduction, or elimination of recordkeeping and reporting 
requirements opportunities. The requirements are aligned 
with the recordkeeping and reporting requirements for the 
other contaminants in this chapter and merely adds the five 
new PFAS SALs. 


Reducing the frequency of inspections: There are no 
inspections required in the proposed rule and does not apply. 

Delaying compliance timetables: The proposal delays 
implementation of the rule and the initial testing requirement 
until 2023. The initial testing requirements will be staged 
among Group A water systems through 2025. The depart- 
ment will prioritize systems that are more likely to have 
detections based on what the department already knows 
about PFAS contamination in the state and systems with 
larger populations. The proposed rule includes options for 
samples collected proactively by public water systems, which 
meet minimum requirements, to count towards initial moni- 
toring. 

Reducing or modifying fine schedules for noncompli- 
ance: The proposal does not include or amend a fine schedule 
for noncompliance. The requirements for monitoring for 
PFAS is modeled after the existing requirements for other 
contaminants. 


Any other mitigation techniques including those sug- 
gested by small businesses or small business advocates: 
The department drafted the proposal to reduce the burden on 
all systems, including SMAs and IOUs. The proposal does 
allow for a waiver model to be developed that could poten- 
tially reduce the burden to small businesses, but the depart- 
ment will not issue a waiver for systems to reduce costs at the 
expense of public health. There are no other mitigative tech- 
niques available to reduce the burden that meet the general 
goals and objectives of the authorizing statute. 
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The following describes how small businesses were 
involved in the development of the proposed rule: The 
department regularly engages with and presents information 
about the Group A PFAS rule making at the drinking water 
advisory group (DWAG) monthly meetings, which member- 
ship includes small business owners. 

In addition, the department held three workshops around 
the state (Tacoma, Mt. Vernon, and Spokane) in December 
2019, held two informal, thirty-day public comment periods, 
and held a public meeting during the September 2020 
DWAG meeting to actively engage that advisory group in the 
PFAS rule making and to encourage their participation in the 
process—about one hundred thirty [people] attended this 
public meeting. 

In December 2020, the rule-making project manager pre- 
sented at the Northwest Environmental Business Council on 
the PFAS rule making—more than one hundred people 
attended the presentation. 

In February 2021, the department's director of drinking 
water and the drinking water policy manager presented at two 
separate conferences with small business representatives and 
small business association representative in attendance. 
Lastly, in March 2021, the PFAS rule-making project man- 
ager gave another update to DWAG, which included more 
than one hundred participants. 

The estimated number of jobs that will be created or 
lost as the result of compliance with the proposed rule: In 
response to one of the questions in the survey, one respondent 
that manages many systems said they thought they might 
need to hire one additional staff person to conduct the addi- 
tional monitoring. 

1 CDC - NHANES, Fourth Report on Human Exposure to Environmen- 
tal Chemicals, Updated Tables, (January 2019), C.f.D.C.a. Prevention, 
Editor. 2019, U.S. Department of Health and Human Services, Centers 
for Disease Control and Prevention: Atlanta, GA. 

2 Frisbee, S.J., et al., Perfluorooctanoic acid, perfluorooctane sulfonate, 
and serum lipids in children and adolescents: results from the C8 
Health Project. Arch Pediatr Adolesc Med, 2010. 164(9): p. 860-9; Li, 
Y., et al., Half-lives of PFOS, PFHxS and PFOA after end of exposure 
to contaminated drinking water. Occup Environ Med, 2018. 75(1): p. 
46-51; Pitter, G., et al., Serum Levels of Perfluoroalkyl Substances 
(PFAS) in Adolescents and Young Adults Exposed to Contaminated 
Drinking Water in the Veneto Region, Italy: A Cross-Sectional Study 
Based on a Health Surveillance Program. Environ Health Perspect, 
2020. 128(2): doi.org/10.1289/EHP5337. 

3 CDC/ATSDR PFAS Exposure Assessment Community Level Results 
for Spokane County (WA) near Fairchild Air Force Base, 2020 
https://www.atsdr.cdc.gov/pfas/communities/factsheet/Spokane- 
County-Community-Level-Results-Factsheet.html. 
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Agency for Toxic Substances and Disease Registry (ATSDR), Toxico- 
logical Profile for Perfluoroalkyls - Draft for Public Comment. 2018, 
U.S. Department of Health and Human Services: Atlanta. p. 852; EPA, 
Drinking Water Health Advisory for Perfluorooctanoic Acid (PFOA). 
2016, Environmental Protection Agency: Washington, D.C. p. 103; 
EPA, Drinking Water Health Advisory of Perfluoroctane Sulfonate 
(PFOS), O.o. Water, Editor. 2016, Environmental Protection Agency; 
EPA, Human Health Toxicity Values for Perfluorobutane Sulfonic Acid 
(CASRN 375-73-5) and Related Compound Potassium Perfluorobu- 
tane Sulfonate (CASRN 29420-49-3): Public Comment Draft. 2018; 
National Toxicology Program (NTP), NTP Technical Report on the 
Toxicity Studies of Perfluoroalkyl Sulfonates (Perfluorobutane Sul- 
fonic Acid, Perfluorohexane Sulfonate Potassium Salt, and Perfluo- 
rooctane Sulfonic Acid) Administered by Gavage to Sprague Dawley 
Rats P.H. Service, Editor. 2019, U.S. Department of Health and Human 
Services: Research Triangle Park, NC; National Toxicology Program 
(NTP), NTP Technical Report on the Toxicity Studies of Perfluoroalkyl 
Carboxylates (Perfluorohexanoic Acid, Perfluorooctanoic Acid, Per- 
fluorononanoic Acid, and Perfluorodecanoic Acid) Administered by 
Gavage to Sprague Dawley Rats P.H. Service, Editor. 2019, U.S. 
Department of Health and Human Services: Research Triangle Park, 
NC; NJDWQI, Health-based Maximum Contaminant Level Support 
Document: Perfluorononanoic acid (PFNA) 2015, New Jersey Drink- 
ing Water Quality Institute Health Effects Subcommittee. 


Frisbee, S.J., et al., Perfluorooctanoic acid, perfluorooctane sulfonate, 
and serum lipids in children and adolescents: results from the C8 
Health Project. Arch Pediatr Adolesc Med, 2010. 164(9): p. 860-9; 
Graber, J.M., et al., Per_and polyfluoroalkyl substances (PFAS) blood 
levels after contamination of a community water supply and compari- 
son with 2013-2014 NHANES. J Expo Sci Environ Epidemiol, 2019. 
29(2): p. 172-182; Li, Y., et al., Associations between perfluoroalkyl 
substances and serum lipids in a Swedish adult population with con- 
taminated drinking water. Environ Health, 2020. 19(1): p. 33. 


Bassler, J., et al., Environmental perfluoroalkyl acid exposures are 
associated with liver disease characterized by apoptosis and altered 
serum adipocytokines. Environ Pollut, 2019. 247: p. 1055-1063; Sali- 
hovic, S., et al., Changes in markers of liver function in relation to 
changes in perfluoroalkyl substances - A longitudinal study. Environ 
Int, 2018. 117: p. 196-203; Salihovic, S., et al., Changes in markers of 
liver function in relation to changes in perfluoroalkyl substances - A 
longitudinal study. Environ Int, 2018. 117: p. 196-203; Gallo, V., et al., 
Serum perfluorooctanoate (PFOA) and perfluorooctane sulfonate 
(PFOS) concentrations and liver function biomarkers in a population 
with elevated PFOA exposure. Environ Health Perspect, 2012. 120(5): 
p. 655-60. 


Johnson, P.I., et al., The Navigation Guide - evidence-based medicine 
meets environmental health: systematic review of human evidence for 
PFOA effects on fetal growth. Environ Health Perspect, 2014. 122(10): 
p. 1028-39; Meng, Q., et al., Prenatal Exposure to Perfluoroalkyl Sub- 
stances and Birth Outcomes; An Updated Analysis from the Danish 
National Birth Cohort. Int J Environ Res Public Health, 2018. 15(9); 
Wikstrom, S., et al., Maternal serum levels of perfluoroalkyl sub- 
stances in early pregnancy and offspring birth weight. Pediatr Res, 
2019. 
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8 National Toxicology Program (NTP), Systematic Review of Immuno- 
toxicity Associated with Exposure to Perfluorooctanoic acid (PFOA) 
or Perfluoroctane Sulfonate (PFOS). 2016, National Toxicology Pro- 
gram, U.S. Department of Health and Human Services; DeWitt, J.C., 
S.J. Blossom, and L.A. Schaider, Exposure to per-fluoroalkyl and poly- 
fluoroalkyl substances leads to immunotoxicity: epidemiological and 
toxicological evidence. J Expo Sci Environ Epidemiol, 2019. 29(2): p. 
148-156; Grandjean, P., et al., Serum Vaccine Antibody Concentrations 
in Adolescents Exposed to Perfluorinated Compounds. Environ Health 
Perspect, 2017. 125(7): p. 077018; Abraham, K., et al., Internal expo- 
sure to perfluoroalkyl substances (PFASs) and biological markers in 
101 healthy 1-year-old children: associations between levels of perflu- 
orooctanoic acid (PFOA) and vaccine response. Arch Toxicol, 2020; 
Timmermann, C.A.G., et al., Serum Perfluoroalkyl Substances, Vac- 
cine Responses, and Morbidity in a Cohort of Guinea-Bissau Children. 
2020. 128(8): p. 087002. 


9 Fenton, S.E., et al., Per- and Polyfluoroalkyl Substance Toxicity and 
Human Health Review: Current State of Knowledge and Strategies for 
Informing Future Research. Environ Toxicol Chem, 2021. 40(3): p. 
606-630; C8 Science Panel. C8 Probable Link Reports. 2012 
11/28/2013; Available from: 
http://www.c8sciencepanel.org/prob_link.html. 


IARC, Some Chemicals Used as Solvents and in Polymer Manufac- 
ture, in IARC Monographs on the Identification of Carcinogenic Haz- 
ards to Humans. Volume 110. 2017, International Agency for Research 
on Cancer (IARC): Lyon, France; Shearer, J.J., et al., Serum concentra- 
tions of per- and polyfluoroalkyl substances and risk of renal cell car- 
cinoma. J Natl Cancer Inst, 2020. 


EPAs UCMR3 Webpage: https://www.epa.gov/dwucmr/third- 
unregulated-contaminant-monitoring-rule. 


Michigan water testing resting results: 
https://www.michigan.gov/pfasresponse/0,9038,7-365- 
95571_95577_95587---,00.html. 


MI investigation of Ann Harbor water - 
https://www.michigan. gov/pfasresponse/0,9038,7-365- 
86511_95792_95795---,00.html and 
https://www.wixomgov.org/Home/ShowDocument?id=7721. 


A Group B water system is a public water system that does not meet the 
definition of a Group A water system. (See Table 1 and chapter 246- 
291 WAC for further explanation of a Group B water system.) Group B 
water systems are regulated by local health jurisdictions, not the 
department or the board. 


A CAP identifies, characterizes, and evaluates uses and releases of a 

specific Persistent Bioaccumulative Toxin (PBT), a group of PBTs, or 

metals of concern, and recommends actions to protect human health or 
the environment. 

6 Department of Ecology, PFAS CAP Publication 20-04-035 
https://apps.ecology.wa.gov/publications/SummaryPages/1810001.ht 
ml. 

7 For explanation of what constitutes Group A community and nontran- 
sient noncommunity (NTNC), and TNC public water systems see 
https://apps.leg.wa.gov/wac/default.aspx?cite=246-290-020. 

8 Ibid, footnote 12 this page. 

9 — Economic Census, All Sectors: Summary Statistics for the U.S., States, 

and Selected Geographies: 2017, Table ID EC1700BASIC Dataset: 

ECNBASIC2017 this represents data from 134 businesses in Washing- 

ton State. 


20 Economic Annual Surveys, Statistics for All U.S. Firms by Industry, 


Race, and Receipts Size of Firm for the U.S and States: 2012, Table ID 
SB1200CSA07 Dataset: SBOCS2012 this represents data from 146 
businesses in Washington State. 
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21 NAICS defines water supply and irrigation systems as industry that 


comprises establishments primarily engaged in operating water treat- 
ment plants and/or operating water supply systems. The water supply 
system may include pumping stations, aqueducts, and/or distribution 
mains. The water may be used for drinking, irrigation, or other uses. 


22 The department survey used an estimated laboratory cost of $600 to 
run a PFAS sample. This value includes the $600 estimate. Actual lab- 
oratory cost to run sample will vary based on laboratory. 

23 Economies of scale may be realized when multiplying the cost per 
sample by the number of sources due to potential savings from com- 
bined transportation and shipping costs. The extent of these potential 


savings is unknown but believed to be negligible. 


A copy of the statement may be obtained by contacting 
Jocelyn W. Jones, Department of Health, P.O. Box 47820, 
Olympia, WA, 98504-7820, phone 360-236-3020, TTY 711, 
email jocelyn.jones@doh.wa.gov, pfas!@doh.wa.gov. 


August 3, 2021 
Michelle A. Davis 
Executive Director 


AMENDATORY SECTION (Amending WSR 17-01-062, 
filed 12/14/16, effective 1/14/17) 


WAC 246-290-001 Purpose and scope. (1) The pur- 
pose of this chapter is to define basic regulatory requirements 
and to protect the health of consumers using public drinking 
water supplies. 


(2) The rules of this chapter are specifically designed to 
((ensure)) set requirements for: 


(a) Adequate design, construction, sampling, manage- 
ment, maintenance, and operation practices; and 

(b) Provision of safe and high-quality drinking water in a 
reliable manner and in a quantity suitable for intended use. 

(3) Purveyors shall be responsible for complying with 
the regulatory requirements of this chapter. 


(4) These rules are intended to conform with Public Law 
93-523, the Federal Safe Drinking Water Act of 1974, and 
Public Law 99-339, the Safe Drinking Water Act Amend- 
ments of 1986, and certain provisions of Public Law 104- 
182, the Safe Drinking Water Act Amendments of 1996. 

(5) The rules set forth are adopted under chapter 43.20 
RCW. Other statutes relating to this chapter are: 

(a) RCW 43.20B.020, Fees for services—Department of 
health and department of social and health services; 

(b) Chapter 43.70 RCW, Department of health; 

(c) Chapter 70.05 RCW, Local health department, 
boards, officers—Regulations; 

(d) Chapter ((70+46)) 704.100 RCW, Public Water 
System Coordination Act of 1977; 

(e) Chapter ((70-H9)) 70A.120 RCW, Public water sup- 
ply systems—Operators; 

(£) Chapter ((FO449A4)) 70A.125 RCW, Public water 
systems—Penalties and compliance; and 

(g) Chapter ((78442)) 70A.130 RCW, Chemical con- 
taminants and water quality. 
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AMENDATORY SECTION (Amending WSR 17-01-062, 
filed 12/14/16, effective 1/14/17) 


WAC 246-290-010 Definitions, abbreviations, and 
acronyms. The definitions in this section apply throughout 
this chapter unless the context clearly indicates otherwise. 


1) "Acute" means posing an immediate risk to human 
p 8 
health. 


(2) (*ADD" means-an average day demand 


(4)) "Adverse effect" means a biological change, func- 
tional impairment, or pathologic lesion that may affect the 
performance of the whole organism or reduce an organism's 
ability to respond to an additional environmental challenge. 

(3) "Alternative filtration technology" means a filtration 
process for substantial removal of particulates (generally > 2- 
log Giardia lamblia cysts and > 2-log removal of Cryptospo- 
ridium oocysts) by other than conventional, direct, diatoma- 
ceous earth, or slow sand filtration processes. 

(6) (4) "Analogous treatment system" means an exist- 
ing water treatment system that has unit processes and source 
water quality characteristics that are similar to a proposed 
treatment system. 

((€6})) (5) "ANSI" means the American National Stan- 
dards Institute. 

(6) (6) "Approved air gap (AG)" means a physical 
separation between the free-flowing end of a potable water 
supply pipeline and the overflow rim of an open or nonpres- 
surized receiving vessel. 

To be an air gap approved by the department, the separa- 
tion must be at least: 

(a) Twice the diameter of the supply piping measured 
vertically from the overflow rim of the receiving vessel, and 
in no case be less than one inch, when unaffected by vertical 
surfaces (sidewalls); and 

(b) Three times the diameter of the supply piping, if the 
horizontal distance between the supply pipe and a vertical 
surface (sidewall) is less than or equal to three times the 
diameter of the supply pipe, or if the horizontal distance 
between the supply pipe and intersecting vertical surfaces 
(sidewalls) is less than or equal to four times the diameter of 
the supply pipe and in no case less than one and one-half 
inches. 

((€8))) (7) "Approved atmospheric vacuum breaker 
(AVB)" means an AVB of make, model, and size that is 
approved by the department. AVBs that appear on the current 
approved backflow prevention assemblies list developed by 
the University of Southern California Foundation for Cross- 
Connection Control and Hydraulic Research or that are listed 
or approved by other nationally recognized testing agencies 
(such as IAPMO, ANSI, or UL) acceptable to the authority 
having jurisdiction are considered approved by the depart- 
ment. 

(©) (8) "Approved backflow preventer" means an 
approved air gap, an approved backflow prevention assem- 
bly, or an approved AVB. The terms "approved backflow 
preventer," "approved air gap," or "approved backflow pre- 
vention assembly" refer only to those approved backflow pre- 
venters relied upon by the purveyor for the protection of the 
public water system. The requirements of WAC 246-290-490 
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do not apply to backflow preventers installed for other pur- 
poses. 

(€®) (9) "Approved backflow prevention assembly" 
means an RPBA, RPDA, DCVA, DCDA, PVBA, or SVBA 
of make, model, and size that is approved by the department. 
Assemblies that appear on the current approved backflow 
prevention assemblies list developed by the University of 
Southern California Foundation for Cross-Connection Con- 
trol and Hydraulic Research or other entity acceptable to the 
department are considered approved by the department. 

((G-4)) d0) "As-built drawing" means the drawing cre- 
ated by an engineer from the collection of the original design 
plans, including changes made to the design or to the system, 
that reflects the actual constructed condition of the water sys- 
tem. 

(€) C11) "Assessment source water monitoring" 
means an evaluation of groundwater sources that may be at 
risk for fecal contamination. Assessment source water moni- 
toring involves the collection of source water samples at reg- 
ular intervals and analysis of those samples for fecal indica- 
tors as directed by the department. 

(EÐ) d2) "Authority having jurisdiction" (formerly 
known as local administrative authority) means the local offi- 
cial, board, department, or agency authorized to administer 
and enforce the provisions of the Uniform Plumbing Code as 
adopted under chapter 19.27 RCW. 

(€A) (13) "Authorized agent" means any person who: 

(a) Makes decisions regarding the operation and man- 
agement of a public water system whether or not he or she is 
engaged in the physical operation of the system; 

(b) Makes decisions whether to improve, expand, pur- 
chase, or sell the system; or 

(c) Has discretion over the finances of the system. 

(65) U4 "Authorized consumption" means the vol- 
ume of metered and unmetered water used for municipal 
water supply purposes by consumers, the purveyor, and oth- 
ers authorized to do so by the purveyor((;)) including, but not 
limited to, ((frefighting)) firefighting and training, flushing 
of mains and sewers, street cleaning, and watering of parks 
and landscapes. These volumes may be billed or unbilled. 

((A6}+4B" means an-atmospherie-vacuum breaker. 

€) (15) "Average day demand (ADD)" means th 
total quantity of water use from all sources of supply as mea- 
sured or estimated over a calendar year divided by three hun- 
dred sixty-five. ADD is typically expressed as gallons per 
day (gpd) per equivalent residential unit (ERU). 

((G8})) G6) "AWWA" means the American Water 
Works Association. 

(6%) (17) "Backflow" means the undesirable reversal 
of flow of water or other substances through a cross-connec- 
tion into the public water system or consumer's potable water 
system. 

(€) (18) "Backflow assembly tester (BAT)" means a 
person holding a valid BAT certificate issued under chapter 
246-292 WAC. 

(Ð) (19) "Backpressure" means a pressure (caused 
by a pump, elevated tank or piping, boiler, or other means) on 
the consumer's side of the service connection that is greater 
than the pressure provided by the public water system and 
which may cause backflow. 
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(D) (20) "Backsiphonage" means backflow due to a 
reduction in system pressure in the purveyor's distribution 
system and/or consumer's water system. 

((@3))) (21) "Bag filter" means a pressure-driven separa- 
tion device that removes particulate matter larger than 1 
micrometer using an engineered porous filtration media. 
They are typically constructed of a nonrigid, fabric filtration 
media housed in a pressure vessel in which the direction of 
flow is from the inside of the bag to outside. 

(H) (22) "Bank filtration" means a water treatment 
process that uses a well to recover surface water that has nat- 
urally infiltrated into groundwater through a ((ftver-bed)) riv- 
erbed or bank(s). Infiltration is typically enhanced by the 
hydraulic gradient imposed by a nearby pumping water sup- 
ply or other well(s). 

((@5}" BAF" means-a backflew-assembly tester. 

@26))) (23) "Best available technology" means the best 
technology, treatment techniques, or other means that EPA 
finds, after examination for efficacy under field conditions, 
are available, taking cost into consideration. 

(Ð) (24) "Bioaccumulative" means a chemical that 
can accumulate in the body when regular exposure occurs 
through drinking water. 

(25) "Blended sample" means a sample collected from 
two or more individual sources at a point downstream of the 
confluence of the individual sources and prior to the first con- 
nection. 

(S (26) "C" means the residual disinfectant concen- 
tration in mg/L at a point before or at the first consumer. 

((@95)) (27) "Cartridge filter" means a pressure-driven 
separation device that removes particulate matter larger than 
1 micrometer using an engineered porous filtration media. 
They are typically constructed as rigid or semi-rigid, self- 
supporting filter elements housed in pressure vessels in 
which flow is from the outside of the cartridge to the inside. 

(69) (28) "Category red operating permit" means an 
operating permit identified under chapter 246-294 WAC. 
Placement in this category results in permit issuance with 
conditions and a determination that the system is inadequate. 

((GH+*CEP" means-composite correction progrank 

G2)“CES" means-aeress-connection contret special 
ist 

BD (29) "C.F.R." means the Code of Federal Regula- 
tions. 

(6) (30) "Chemical contaminant treatment facility" 
means a treatment facility specifically used for the purpose of 
removing chemical contaminants. 

(65) G1) "Clarification" means a treatment process 
that uses gravity (sedimentation) or dissolved air (flotation) 
to remove flocculated particles. 

((@6))) (32) "Clean compliance history" means a record 
of: 


(a) No E. coli MCL violations; 

(b) No monitoring violations under WAC 246-290-300 
(3); and 

(c) No coliform treatment technique trigger exceedances 
or treatment technique violations under WAC 246-290-320 
(2) or 246-290-415. 

(EÐ) (33) "Closed system" means any water system or 
portion of a water system in which water is transferred to a 
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higher-pressure zone closed to the atmosphere, such as when 
no gravity storage is present. 

((B8))) (34) "Coagulant" means a chemical used in 
water treatment to destabilize particulates and accelerate the 
rate at which they aggregate into larger particles. 

(69) (35) "Coagulation" means a process using coag- 
ulant chemicals and rapid mixing to destabilize colloidal and 
suspended particles and agglomerate them into flocs. 

(49) (36) "Combination fire protection system" 
means a fire sprinkler system that: 

(a) Is supplied only by the purveyor's water; 

(b) Does not have a fire department pumper connection; 
and 

(c) Is constructed of approved potable water piping and 
materials that serve both the fire sprinkler system and the 
consumer's potable water system. 

(Ð) 37) "Combined distribution system" means the 
interconnected distribution system consisting of the distribu- 
tion systems of wholesale systems and of the consecutive 
systems that receive finished water. 

(HD) (38) "Completely treated water" means water 
from a surface water source, or a groundwater source under 
the direct influence of surface water (GWT) source that 
receives filtration or disinfection treatment that fully com- 
plies with the treatment technique requirements of Part 6 of 
this chapter as determined by the department. 

(4) (39) "Composite correction program (CCP)" 
means a program that consists of two elements - a compre- 
hensive performance evaluation (CPE) and comprehensive 
technical assistance (CTA). 

(4A) (40) "Composite sample" means a sample in 
which more than one source is sampled individually by the 
water system and then composited by a certified laboratory 
by mixing equal parts of water from each source (up to five 
different sources) and then analyzed as a single sample. 

(45) (41) "Comprehensive monitoring plan" means a 
schedule that describes both the frequency and appropriate 
locations for sampling of drinking water contaminants as 
required by state and federal rules. 

((€46))) (42) "Comprehensive performance evaluation 
(CPE)" means a thorough review and analysis of a treatment 
plant's performance-based capabilities and associated admin- 
istrative, operation and maintenance practices. It is conducted 
to identify factors that may be adversely impacting a plant's 
capability to achieve compliance and emphasizes approaches 
that can be implemented without significant capital improve- 
ments. 

The comprehensive performance evaluation must con- 
sist of at least the following components: 

(a) Assessment of plant performance; 

(b) Evaluation of major unit processes; 

(c) Identification and prioritization of performance limit- 
ing factors; 

(d) Assessment of the applicability of comprehensive 
technical assistance; and 

(e) Preparation of a CPE report. 

(4B) (43) "Comprehensive technical assistance 
(CTA)" means the performance improvement phase that is 
implemented if the CPE results indicate improved perfor- 
mance potential. The system must identify and systematically 
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address plant-specific factors. The CTA is a combination of 
using CPE results as a basis for follow-up, implementing pro- 
cess control priority-setting techniques, and maintaining 
long-term involvement to systematically train staff and 
administrators. 

((48})) (44) "Confirmation" means to demonstrate the 
accuracy of results of a sample by analyzing another sample 
from the same location within a reasonable period of time, 
generally not to exceed two weeks. Confirmation is when 
analysis results fall within plus or minus thirty percent of the 
original sample results. 

(499) (45) "Confluent growth" means a continuous 
bacterial growth covering a portion or the entire filtration 
area of a membrane filter in which bacterial colonies are not 
discrete. 

(6E) (46) "Consecutive system" means a public water 
system that receives some or all of its finished water from one 
or more wholesale systems. Delivery may be through a direct 
connection or through the distribution system of one or more 
consecutive systems. 

(6B) (47) "Construction completion report" means a 
form provided by the department and completed for each spe- 
cific construction project to document: 

(a) Project construction in accordance with this chapter 
and general standards of engineering practice; 

(b) Physical capacity changes; and 

(c) Satisfactory test results. 

The completed form must be stamped with an engineer's 
seal((;)) and signed and dated by a professional engineer. 

(6D) (48) "Consumer" means any person receiving 
water from a public water system from either the meter, or the 
point where the service line connects with the distribution 
system if no meter is present. For purposes of cross-connec- 
tion control, "consumer" means the owner or operator of a 
water system connected to a public water system through a 
service connection. 

(65) (49) "Consumer's water system," as used in 
WAC 246-290-490, means any potable or industrial water 
system that begins at the point of delivery from the public 
water system and is located on the consumer's premises. The 
consumer's water system includes all auxiliary sources of 
supply, storage, treatment, and distribution facilities, piping, 
plumbing, and fixtures under the control of the consumer. 

(68) (50) "Contaminant" means a substance present 
in drinking water that may adversely affect the health of the 
consumer or the aesthetic qualities of the water. 

(65 (51) "Contingency plan" means that portion of 
the wellhead protection program section of the water system 
plan or small water system management program that 
addresses the replacement of the major well(s) or wellfield in 
the event of loss due to groundwater contamination. 

(66) (52) "Continuous monitoring" means determin- 
ing water quality with automatic recording analyzers that 
operate without interruption twenty-four hours per day. 

(EÐ) (53) "Conventional filtration treatment" means a 
series of processes including coagulation, flocculation, clari- 
fication, and filtration that together result in substantial par- 
ticulate removal in compliance with Part 6 of this chapter. 

(68) (54) "Corrective action plan" means specific 
written actions and deadlines developed by the water system 
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or the department that the system must follow as a result of 
either the identification of significant deficiencies during a 
sanitary survey or the determination of a fecal indicator-pos- 
itive sample in source water monitoring. 

(6E) (55) "Cost-effective" means the benefits exceed 
the costs. 

(((68})) (56) "Council" means the Washington state 
building code council under WAC 51-04-015(2). 


((64—“E PE“ -means—a—comprehensive—performanece 
evaluation- 


(62})) (57) "Critical water supply service area 
(CWSSA)" means a geographical area which is characterized 
by a proliferation of small, inadequate water systems, or by 
water supply problems which threaten the present or future 
water quality or reliability of service in a manner that effi- 
cient and orderly development may best be achieved through 
coordinated planning by the water utilities in the area as set 
forth by the Public Water System Coordination Act, chapter 
((70-H6)) 70A.100 RCW and chapter 246-293 WAC. 

(663) (58) "Cross-connection" means any actual or 
potential physical connection between a public water system 
or the consumer's water system and any source of nonpotable 
liquid, solid, or gas that could contaminate the potable water 
supply by backflow. 

(6A) (59) "Cross-connection control program" means 
the administrative and technical procedures the purveyor 
implements to protect the public water system from contami- 
nation via cross-connections as required in WAC 246-290- 
490. 

((5})) (60) "Cross-connection control specialist 
(CCS)" means a person holding a valid CCS certificate issued 
under chapter 246-292 WAC. 

(((66})) (61) "Cross-connection control summary report" 
means the annual report that describes the status of the pur- 
veyor's cross-connection control program. 

((6A)) (62) "CT" or "CTcalc" means the product of 
"residual disinfectant concentration" (C) and the correspond- 
ing "disinfectant contact time" (T) i.e., "C" x "T." 

((€68})) (63) "CTo9 9" means the CT value required for 
99.9 percent (3-log) inactivation of Giardia lamblia cysts. 
tance- 

€70})) (64) "CTreq" means the CT value a system shall 
provide to achieve a specific percent inactivation of Giardia 
lamblia cysts or other pathogenic organisms of health con- 
cem as directed by the department. 

(EÐ) (65) "Curtailment" means short-term, infrequent 
actions by a purveyor and its consumers to reduce their water 
use during or in anticipation of a water shortage. 

((GF2++EWSSA" -means-a-eritical yvater-supphyservice 
area; 

€73})) (66) "DBPs" means disinfection byproducts. 

(E) (67) "DCDA" means a double check detector 
assembly. 

(E) (68) "DCVA" means a double check valve 
assembly. 

(E6 (69) "Dead storage" means the volume of stored 
water not available to all consumers at the minimum design 
pressure under WAC 246-290-230 (5) and (6). 
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(EÐ) (70) "Demand forecast" means an estimate of 
future water system water supply needs assuming historically 
normal weather conditions and calculated using numerous 
parameters, including population, historic water use, local 
land use plans, water rates and their impacts on consumption, 
employment, projected water use efficiency savings from 
implementation of a water use efficiency program, and other 
appropriate factors. 

((8))) (71) "Department" means the Washington state 
department of health or health officer as identified in a joint 
plan of responsibility under WAC 246-290-030(1). 

((€99)) (72) "Design and construction standards" means 
department design guidance and other peer reviewed docu- 
ments generally accepted by the engineering profession as 
containing fundamental criteria for design and construction 
of water facility projects. Design and construction standards 
are comprised of performance and sizing criteria and refer- 
ence general construction materials and methods. 

(E9) (73) "Detectable residual disinfectant concentra- 
tion" means 0.2 mg/L free chlorine, total chlorine, combined 
chlorine, or chlorine dioxide. 

(EÐ) (74) "Diatomaceous earth filtration" means a fil- 
tration process for substantial removal of particulates (> 2- 
log Giardia lamblia cysts) in which: 

(a) A precoat cake of graded diatomaceous earth filter 
media is deposited on a support membrane (septum); and 

(b) Water is passed through the cake on the septum while 
additional filter media, known as body feed, is continuously 
added to the feed water to maintain the permeability of the 
filter cake. 

(ED) (75) "Direct filtration" means a series of pro- 
cesses including coagulation, flocculation, and filtration (but 
excluding sedimentation) that together result in substantial 
particulate removal in compliance with Part 6 of this chapter. 

(ED) (76) "Direct service connection" means a service 
hookup to a property that is contiguous to a water distribution 
main and where additional distribution mains or extensions 
are not needed to provide service. 

(BEA) (77) "Disinfectant contact time (T in CT)" 
means: 

(a) When measuring the first or only C, the time in min- 
utes it takes water to move from the point of disinfectant 
application to a point where the C is measured; and 

(b) For subsequent measurements of C, the time in min- 
utes it takes water to move from one C measurement point to 
the C measurement point for which the particular T is being 
calculated. 

(65) (78) "Disinfection" means the use of chlorine or 
other agent or process the department approves for killing or 
inactivating microbiological organisms, including patho- 
genic and indicator organisms. 

((€86))) (79) "Disinfection profile" means a summary of 
Giardia lamblia inactivation through a surface water treat- 
ment plant. 

(EB) (80) "Distribution coliform sample" means a 
sample of water collected from a representative location in 
the distribution system at or after the first service and ana- 
lyzed for coliform presence in compliance with this chapter. 

((€88))) (81) "Distribution-related projects" means distri- 
bution projects such as storage tanks, booster pump facilities, 
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transmission mains, pipe linings, and tank coating. It does not 
mean source of supply (including interties) or water quality 
treatment projects. 

(%9) (82) "Distribution system" means all piping 
components of a public water system that serve to convey 
water from transmission mains linked to source, storage and 
treatment facilities to the consumer excluding individual ser- 
vices. 

((€99})) (83) "Domestic or other nondistribution system 
plumbing problem" means contamination of a system having 
more than one service connection with the contamination 
limited to the specific service connection from which the 
sample was taken. 

(Ð) (84) "Dual sample set" means a set of two sam- 
ples collected at the same time and same location, with one 
sample analyzed for TTHM and the other sample analyzed 
for HAAS. Dual sample sets are collected for the purposes of 
conducting an IDSE under WAC 246-290-300 (6)(b)(i)(F) 
and determining compliance with the TTHM and HAAS 
MCLs under WAC 246-290-310(4). 

(CD) (85) "Duplicate (verification) sample" means a 
second sample collected at the same time and location as the 
first sample and used for verification. 

(3) (86) "DVGW" means Deutsche Vereinigung des 
Gas und Wasserfaches. 

(A) (87) "Elected governing board" means the 
elected officers with ultimate legal responsibility for opera- 
tional, technical, managerial, and financial decisions for a 
public water system. 

(5) (88) "Emergency" means an unforeseen event 
that causes damage or disrupts normal operations and 
requires immediate action to protect public health and safety. 

((€96})) (89) "Emergency source" means any source that 
a purveyor intends to use for emergency purposes only and 
not used for routine or seasonal water demands. 

(Ð) (90) "Engineering design review report" means a 
form provided by the department and completed for a spe- 
cific distribution-related project to document: 

(a) Engineering review of a project report and/or con- 
struction documents under the submittal exception process in 
WAC 246-290-125(3); and 

(b) Design in accordance with this chapter and general 
standards of engineering practice. 

(c) The completed form must be stamped with engineer's 
seal, and signed and dated by a professional engineer. 

((€98})) 1) "EPA" means the U.S. Environmental Pro- 
tection Agency. 

(9) (92) "Equalizing storage" means the volume of 
storage needed to supplement supply to consumers when the 
peak hourly demand exceeds the total source pumping capac- 
ity. 

((G-96))) (93) "Equivalent residential unit (ERU)" means 
a system-specific unit of measure used to express the amount 
of water consumed by a typical full-time single family resi- 
dence. 

(HOPER means-anequivatentresidentiahintt 

€402))) (94) "Expanding public water system" means a 
public water system that increases the geographical area 
where direct service connections are available or increases 
the approved number of service connections. 
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((G-03))) (95) "Filter profile" means a graphical repre- 
sentation of individual filter performance in a direct or con- 
ventional surface water filtration plant, based on continuous 
turbidity measurements or total particle counts versus time 
for an entire filter run, from startup to backwash inclusively, 
that includes an assessment of filter performance while 
another filter is being backwashed. 

(E894) (96) "Filtration" means a process for removal 
of particulate matter from water by passage through porous 
media. 

((G-05))) (97) "Financial viability" means the capability 
of a water system to obtain sufficient funds to construct, 
operate, maintain, and manage a public water system, on a 
continuing basis, in full compliance with federal, state, and 
local requirements. 

((A-06))) (98) "Finished water" means water introduced 
into a public water system's distribution system and is 
intended for distribution and consumption without further 
treatment, except as treatment necessary to maintain water 
quality in the distribution system (e.g., booster disinfection, 
addition of corrosion control chemicals). 

(E05) (99) "Finished water storage facility" means a 
water storage structure that is integrated with a water sys- 
tem's distribution network to provide for variable system 
demands including, but not limited to, daily equalizing stor- 
age, standby storage, or fire reserves, or to provide for disin- 
fectant contact time. 

(E98) (100) "Fire flow" means the maximum rate and 
duration of water flow needed to suppress a fire under WAC 
246-293-640 or as required under local fire protection author- 
ity standards. 

((G4-89})) (101) "Fire suppression storage" means the vol- 
ume of stored water available during fire suppression activi- 
ties to satisfy minimum pressure requirements per WAC 246- 
290-230. 

((G4+8))) (102) "First consumer" means the first service 
connection associated with any source (i.e., the point where 
water is first withdrawn for human consumption, excluding 
connections where water is delivered to another water system 
covered by these regulations). 

((G4))) (103) "Flocculation" means a process enhanc- 
ing agglomeration and collection of colloidal and suspended 
particles into larger, more easily settleable or filterable parti- 
cles by gentle stirring. 

(H) (104) "Flowing stream" means a course of run- 
ning water flowing in a definite channel. 

(BÐ) 105) "Flow-through fire protection system" 
means a fire sprinkler system that: 

(a) Is supplied only by the purveyor's water; 

(b) Does not have a fire department pumper connection; 

(c) Is constructed of approved potable water piping and 
materials to which sprinkler heads are attached; and 

(d) Terminates at a connection to a toilet or other plumb- 
ing fixture to prevent stagnant water. 

((G4+4)) (106) "Forecasted demand characteristics" 
means the factors that may affect a public water system's pro- 
jected water needs. 

((G4+45))) (107) "Future service area" means a specific 
area a water system in a CWSSA plans to provide water ser- 
vice as determined by a written agreement between purvey- 
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ors under chapter ((70446)) 704.100 RCW and chapter 246- 
293 WAC. 

((G46})) (108) "GAC" means granular activated carbon. 

((G44)) 09) "GAC10" means granular activated car- 
bon filter beds with an empty-bed contact time of ten minutes 
based on average daily flow and a carbon reactivation fre- 
quency of every one hundred eighty days, except that the 
reactivation frequency for GAC10 used as a best available 
technology for compliance with MCLs under WAC 246-290- 
310(4) shall be one hundred twenty days. 

(EÐ) 10) "GAC20" means granular activated car- 
bon filter beds with an empty-bed contact time of twenty 
minutes based on average daily flow and a carbon reactiva- 
tion frequency of every two hundred forty days. 

((G49})) (111) "Governing body" means the individual 
or group of individuals with ultimate legal responsibility for 
operational, technical, managerial, and financial decisions for 
a public water system. 


(E29) (112) "gph" means gallons per hour. 

(E25) (113) "gpm" means gallons per minute. 

(E2) (114) "Grab sample" means a water quality 
sample collected at a specific instant in time and analyzed as 
an individual sample. 

(E2) C115) "Groundwater system" means all public 
water systems that use groundwater including: 

(a) Consecutive systems receiving finished groundwater; 
or 

(b) Surface water systems with groundwater sources 
except those systems that combine all sources prior to treat- 
ment. 

((G24))) (116) "Groundwater under the direct influence 
of surface water (GWI)" means any water beneath the surface 
of the ground that the department determines has the follow- 
ing characteristics: 

(a) Significant occurrence of insects or other macroor- 
ganisms, algae, or large-diameter pathogens such as Giardia 
lamblia or, Cryptosporidium; or 

(b) Significant and relatively rapid shifts in water charac- 
teristics such as turbidity, temperature, conductivity, or pH 
closely correlating to climatological or surface water condi- 
tions where natural conditions cannot prevent the introduc- 
tion of surface water pathogens into the source at the system's 
point of withdrawal. 

((G25))) (117) "Guideline" means a department docu- 
ment assisting the purveyor in meeting a rule requirement. 


((G26)"GWE"_-means—sroundwater—ander_the—direet 
influence-of surface-water. 


ED) (118) "GWR" means groundwater rule. 

((G28))) (119) "HAAS" means haloacetic acids (five). 

((G29))) (120) "Health officer" means the health officer 
of the city, county, city-county health department or district, 
or an authorized representative. 

(9) (121) "Heterotrophic plate count (HPC)" 
means a procedure to measure a class of bacteria that use 
organic nutrients for growth. The density of these bacteria in 
drinking water is measured as colony forming units per milli- 
liter and is referred to as the HPC. 

(EÐ) 122) "High health cross-connection hazard" 
means a cross-connection involving any substance that could 
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impair the quality of potable water and create an actual public 
health hazard through injury, poisoning, or spread of disease. 

(( LAJ " i 3 

€33))) 23) "Human consumption" means the use of 
water for drinking, bathing or showering, hand washing, food 
preparation, cooking, or oral hygiene. 

(4) A24) "Hydraulic analysis" means the study of 
a water system's distribution main and storage network to 
determine present or future adequacy for provision of service 
to consumers within the established design parameters for the 
system under peak flow conditions, including fire flow. The 
analysis is used to establish any need for improvements to 
existing systems or to substantiate adequacy of design for 
distribution system components such as piping, elevated stor- 
age, booster stations or similar facilities used to pump and 
convey water to consumers. 

(E5) (125) "IAPMO" means the International Asso- 
ciation of Plumbing and Mechanical Officials. 

((G36))) (126) "IDSE" means an initial distribution sys- 
tem evaluation. 

(E) (127) "Inactivation" means a process which 
renders pathogenic microorganisms incapable of producing 
disease. 

((438))) (128) "Inactivation ratio" means the ratio 
obtained by dividing CTcalc by CTreq. 

(E9) (129) "Incompletely treated water" means 
water from a surface or GWI source that receives filtration 
and/or disinfection treatment that does not fully comply with 
the treatment technique requirements of Part 6 of this chapter 
as determined by the department. 

((G48))) (130) "In-line filtration" means a series of pro- 
cesses, including coagulation and filtration (but excluding 
flocculation and sedimentation) that together result in partic- 
ulate removal. 

({) (131) "In-premises protection" means a method 
of protecting the health of consumers served by the con- 
sumer's potable water system, located within the property 
lines of the consumer's premises by the installation of an 
approved air gap or backflow prevention assembly at the 
point of hazard, which is generally a plumbing fixture. 

(Í|) (132) "Intertie’" means an interconnection 
between public water systems permitting the exchange or 
delivery of water between those systems. 

(E8) (133) "kPa" means kilo pascal (SI units of pres- 
sure). 

((G44))) (134) "Lake or reservoir" means a natural or 
man-made basin or hollow on the earth's surface in which 
water collects or is stored that may or may not have a current 
or single direction of flow. 

((G45))) (135) "Legionella" means a genus of bacteria 
containing species which cause a type of pneumonia called 
Legionnaires' disease. 

((G-46})) (136) "Level 1 assessment" means an evalua- 
tion to identify the possible presence of sanitary defects, 
defects in distribution system coliform monitoring practices, 
and when possible, the likely reason that the system triggered 
the assessment. The assessment is conducted by the system 
operator or the purveyor. 

((G49)) (137) "Level 2 assessment" means an evalua- 
tion to identify the possible presence of sanitary defects, 
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defects in distribution system coliform monitoring practices, 
and when possible, the likely reason that the system triggered 
the assessment. A level 2 assessment is a more detailed 
examination of the system (including the system's monitoring 
and operational practices) than is a level 1 assessment 
through the use of a more comprehensive investigation and 
review of available information, additional internal and 
external resources, and other relevant practices. The level 2 
assessment is conducted by a party approved by the depart- 
ment. 

(EÐ) (138) "Limited alternative to filtration" means a 
process that ensures greater removal and/or inactivation effi- 
ciencies of pathogenic organisms than would be achieved by 
the combination of filtration and chlorine disinfection. 

((G49})) (139) "Local plans and regulations" means any 
comprehensive plan or development regulation adopted 
under chapter 36.70A RCW or any other applicable compre- 
hensive plan, land use plan, or development regulation 
adopted by a city, town, or county for the applicable service 
area. 

((458))) (140) "Locational running annual average 
(LRAA)" means the average of sample analytical results for 
samples taken at a particular monitoring location during the 
previous four calendar quarters. 

(65) (41) "Low cross-connection hazard" means a 
cross-connection that could impair the quality of potable 
water to a degree that does not create a hazard to the public 
health, but does adversely and unreasonably affect the aes- 
thetic qualities of potable waters for domestic use. 


((G52)“*ERAA" means the tecational +unnine annual 


€53))) (142) "Major project" means all construction 
projects subject to the State Environmental Policy Act 
(SEPA) under chapter 43.21C RCW, and meeting the 
requirements of WAC 246-03-030 (3)(a). 

(654) (143) "Mandatory curtailment" means curtail- 
ment required by a public water system of specified water 
uses and consumer classes for a specified period of time. 

(655)) (144) "Marginal costs" means the costs 
incurred by producing the next increment of supply. 

((4S6))) 145) "Maximum contaminant level (MCL)" 
means the maximum permissible level of a contaminant in 
water the purveyor delivers to any public water system user, 
measured at the locations identified under WAC 246-290- 
310, Table 5. 

(EE) 046) "Maximum contaminant level violation" 
means a confirmed measurement above the MCL and for a 
duration of time, where applicable, as outlined under WAC 
246-290-310. 

((G4S8))) 147) "Maximum day demand (MDD)" means 
the highest actual or estimated quantity of water that is, or is 
expected to be, used over a twenty-four hour period, exclud- 
ing unusual events or emergencies. MDD is typically 
expressed as gallons per day per ERU (gpd/ERU). 


(( " " 


LAA LAA 


£60) MDP" means the maximum day demand. 

€464)) (148) "Membrane filtration" means a pressure or 
vacuum driven separation process in which particulate matter 
larger than 1 micrometer is rejected by an engineered barrier, 
primarily through a size-exclusion mechanism, and which 
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has a measurable removal efficiency of a target organism that 
can be verified through the application of a direct integrity 
test. This definition includes the common membrane technol- 
ogies of microfiltration, ultrafiltration, nanofiltration, and 
reverse osmosis. 

((4-62})) (149) "Metabolite" means a byproduct of a con- 
taminant in drinking water formed during a natural biological 
process in the body. 

(150) "mg/L" means milligrams per liter (1 mg/L = 1 
ppm). 
((4-63))) (151) "mL" means a milliliter. 

(664) (152) "mm" means a millimeter. 

((4-65})) (153) "Monitoring waiver" means an action 
taken by the department under WAC 246-290-300 (4)(g) 
((er)), (7)(f), or (10)(h) to allow a water system to reduce spe- 
cific monitoring requirements based on a determination of 
low source vulnerability to contamination. 

(666) (154) "MRDL" means the maximum residual 
disinfectant level. 

(665) (155) "MRDLG" means the maximum residual 
disinfectant level goal. 

((G4-68})) (156) "MTTP" means maximum total trihalo- 
methane potential. 

(669%) (157) "Municipal water supplier" means an 
entity that supplies water for municipal water supply pur- 
poses. 

((4-79})) (58) "Municipal water supply purposes" 
means a beneficial use of water: 

(a) For residential purposes through fifteen or more resi- 
dential service connections or for providing residential use of 
water for a nonresidential population that is, on average, at 
least twenty-five people for at least sixty days a year; 

(b) For governmental or governmental proprietary pur- 
poses by a city, town, public utility district, county, sewer 
district, or water district; or 

(c) Indirectly for the purposes in (a) or (b) of this defini- 
tion through the delivery of treated or raw water to a public 
water system for such use. 

(i) If water is beneficially used under a water right for the 
purposes listed in (a), (b), or (c) of this definition, any other 
beneficial use of water under the right generally associated 
with the use of water within a municipality is also for "munic- 
ipal water supply purposes," including, but not limited to, 
beneficial use for commercial, industrial, irrigation of parks 
and open spaces, institutional, landscaping, fire flow, water 
system maintenance and repair, or related purposes. 

(ii) Ifa governmental entity holds a water right that is for 
the purposes listed in (a), (b), or (c) of this definition, its use 
of water or its delivery of water for any other beneficial use 
generally associated with the use of water within a munici- 
pality is also for "municipal water supply purposes," includ- 
ing, but not limited to, beneficial use for commercial, indus- 
trial, irrigation of parks and open spaces, institutional, land- 
scaping, fire flow, water system maintenance and repair, or 
related purposes. 

(€) (159) "Nested storage" means one component 
of storage is contained within the component of another. 

(E2) (160) "ng/L" means nanograms per liter. 

(161) "Nonacute" means posing a possible or less than 
immediate risk to human health. 
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(BÐ) (162) "Nonresident" means a person having 
access to drinking water from a public water system who 
lives elsewhere. Examples include travelers, transients, 
employees, students, etc. 

(€74) (163) "Normal operating conditions" means 
those conditions associated with the designed, day-to-day 
provision of potable drinking water that meets regulatory 
water quality standards and the routine service expectations 
of the system's consumers at all times, including meeting fire 
flow demands. Operation under conditions such as power 
outages, floods, or unscheduled transmission or distribution 
disruptions, even if considered in the system design, are con- 
sidered abnormal. 

(E5) (164) "NSF" means NSF International (for- 
merly known as the National Sanitation Foundation (NSF)). 

((A-76))) (165) "NTNC" means nontransient noncommu- 
nity. 

(E7) (166) "NTU" means a nephelometric turbidity 
unit. 

(EÐ) (167) "ONORM" means Osterreichisches Nor- 
mungsinstitut. 

(E79) (168) "Operational storage" means the volume 
of distribution storage associated with source or booster 
pump normal cycling times under normal operating condi- 
tions and is additive to the equalizing and standby storage 
components, and to fire flow storage if this storage compo- 
nent exists for any given tank. 

48) )) (169) "pCi/L" means picocuries per liter. 

((G4-82})) (170) "PFAS" means per- and polyfluoroalkyl 
substances, a group of man-made chemicals found in prod- 
ucts such as aqueous film-forming form used to suppress 


petroleum-based fires, nonstick cookware, stain-resistant 
fabrics and many other products. 


(171) "PFBS" means perfluorobutane sulfonic acid. 
(172) "PFHxS" means perfluorohexane sulfonic acid. 
(173) "PFNA" means perfluorononanoic acid. 

(174) "PFOA" means_perfluorooctanoic acid, also 
known as C8. 

(175) "PFOS" means perfluorooctane sulfonic acid. 

(176) "Peak hourly demand (PHD)" means the maxi- 
mum rate of water use, excluding fire flow, that can be 
expected to occur within a defined service area over a contin- 
uous sixty minute time period. PHD is typically expressed in 
gallons per minute (gpm). 

((G4-83})) (177) "Peak hourly flow" means, for the pur- 
pose of CT calculations, the greatest volume of water passing 
through the system during any one hour in a day. 

(E84) (178) "Performance criteria" means the level at 
which a system shall operate in order to maintain system reli- 
ability compliance, in accordance with WAC 246-290-420, 
and to meet consumers' reasonable expectations. 

((G4-85})) (179) "Permanent residence" means any dwell- 
ing that is, or could reasonably be expected to be, occupied 
on a continuous basis. 

((G4-86})) (180) "Permanent source" means a public water 
system supply source that is used regularly each year, and 
based on expected operational requirements of the system, 
will be used more than three consecutive months in any 
twelve-month period. For seasonal water systems that are in 
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operation for less than three consecutive months per year, 
their sources ((shaH)) are also ((be)) considered to be perma- 
nent. 

((G8A“ PHD" means-peak hourly demand. 

E) (181) "Plant intake" means the works or struc- 
tures at the head of a conduit through which water is diverted 
from a source (e.g., river or lake) into the treatment plant. 

(E89) (182) "Point of disinfectant application" means 
the point where the disinfectant is added, and where water 
downstream of that point is not subject to contamination by 
untreated surface water. 

((4-99})) (183) "Population served" means the number of 
persons, resident and nonresident, having immediate access 
to drinking water from a public water system, whether or not 
persons have actually consumed water from that system. The 
number of nonresidents ((shal}-be)) is the average number of 
persons having immediate access to drinking water on days 
access was provided during that month. In the absence of spe- 
cific population data, the number of residents ((shaH-be)) is 
computed by multiplying the number of active services by 
two and one-half. 

(€95) (184) "Potable" means water suitable for drink- 
ing by the public. 

(€92) (185) "Potential GWI" means a source identi- 
fied by the department as possibly under the influence of sur- 
face water, and includes, but is not limited to, all wells with a 
screened interval fifty feet or less from the ground surface at 
the wellhead and located within two hundred feet of a surface 
water, and all Ranney wells, infiltration galleries, and 
springs. 

((G-93))) (186) "ppm" means parts per million (1 ppm = 
1 mg/L). 

(E94) (187) "ppt" means parts per trillion (1 ppt = 1 
ng/L). 

(188) "Premises isolation" means a method of protecting 
a public water system by installation of approved air gaps or 
approved backflow prevention assemblies at or near the ser- 
vice connection or alternative location acceptable to the pur- 
veyor to isolate the consumer's water system from the pur- 
veyor's distribution system. 

((G4-95})) (189) "Presedimentation" means a preliminary 
treatment process used to remove gravel, sand, and other par- 
ticulate material from the source water through settling 
before the water enters the primary clarification and filtration 
processes in a treatment plant. 

((4-96})) (190) "Pressure filter" means an enclosed ves- 
sel containing properly sized and graded granular media 
through which water is forced under greater than atmospheric 
pressure. 

(E9) (191) "Primary disinfection" means a treatment 
process for achieving inactivation of Giardia lamblia cysts, 
viruses, or other pathogenic organisms of public health con- 
cern to comply with the treatment technique requirements of 
Part 6 of this chapter. 

(698) (192) "Primary standards" means standards 
based on chronic, nonacute, or acute human health effects. 

(€99) (193) "Primary turbidity standard" means an 
accurately prepared formazin solution or commercially pre- 
pared polymer solution of known turbidity (prepared in 
accordance with "standard methods") that is used to calibrate 
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bench model and continuous turbidimeters (instruments used 
to measure turbidity). 

(£99) (194) "Project approval application (PAA)" 
means a department form documenting ownership of water 
system, design engineer for the project, and type of project. 

(C) (195) "Protected groundwater source" means a 
groundwater source the purveyor shows to the department's 
satisfaction as protected from potential sources of contamina- 
tion on the basis of hydrogeologic data and/or satisfactory 
water quality history. 

((@62})) (196) "psi" means pounds per square inch. 

((@93))) (197) "Public forum" means a meeting open to 
the general public that allows for their participation. 

((@04))) (198) "Public water system" is defined and ref- 
erenced under WAC 246-290-020. 

((@05})) (199) "Purchased source" means water a pur- 
veyor purchases from a public water system not under the 
control of the purveyor for distribution to the purveyor's con- 
sumers. 

((@06})) (200) "Purveyor" means an agency, subdivision 
of the state, municipal corporation, firm, company, mutual or 
cooperative association, institution, partnership, or person or 
other entity owning or operating a public water system. Pur- 
veyor also means the authorized agents of these entities. 

((@9A)) (201) "PVBA" means a pressure vacuum 
breaker assembly. 

(COSH RAA" means the runninge annual average. 

2095)) (202) "Reclaimed water" means effluent derived 
in any part from sewage from a wastewater treatment system 
that has been adequately and reliably treated, so that as a 
result of that treatment, it is suitable for beneficial use or a 
controlled use that would not otherwise occur, and it is no 
longer considered wastewater. 

(H) (203) "Record drawings" means the drawings 
bearing the seal and signature of a professional engineer that 
reflect the modifications made to construction documents, 
documenting actual constructed conditions of the water sys- 
tem facilities. 

((@H))) (204) "Recreational tract" means an area that is 
clearly defined for each occupant, but has no permanent 
structures with internal plumbing, and the area has been 
declared in the covenants or on the recorded plat in order to 
be eligible for reduced design considerations. 

(E2) (205) "Regional public water supplier" means a 
water system that provides drinking water to one, or more, 
other public water systems. 

(BÐ) (206) "Regularly" means four hours or more 
per day for four days or more per week. 

(HÐ) (207) "Removal credit" means the level 
(expressed as a percent or log) of Giardia and virus removal 
the department grants a system's filtration process. 

((@45))) (208) "Repeat sample" means a sample col- 
lected to confirm the results of a previous analysis. 

((@46))) (209) "Resident" means an individual living in 
a dwelling unit served by a public water system. 

((@44)) (210) "Residual disinfectant concentration" 
means the analytical level of a disinfectant, measured in mil- 
ligrams per liter, that remains in water following the applica- 
tion (dosing) of the disinfectant after some period of contact 
time. 
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(BÐ) (211) "Retail service area" means the specific 
area defined by the municipal water supplier where the 
municipal water supplier has a duty to provide service to all 
new service connections as set forth in RCW 43.20.260. 

(EV) (212) "RPBA" means reduced pressure back- 
flow assembly. 

((@29})) (213) "RPDA" means reduced pressure detec- 
tor assembly. 

((2@24+SAE" means state adviserytevel 

@235)) (214) "Running annual average (RAA)" means 
the average of analytical results from compliance samples 
collected at the monitoring locations identified in WAC 246- 
290-300 during any consecutive four calendar quarters. If a 
system fails to collect the required number of samples, the 
RAA is based on the total number of samples collected. If a 
sample result is less than the SDRL, zero is used to calculate 
the RAA. 

(215) "Same farm" means a parcel of land or series of 
parcels that are connected by covenants and devoted to the 
production of livestock or agricultural commodities for com- 
mercial purposes and does not qualify as a Group A public 
water system. 

((@23))) (216) "Sanitary defect" means a defect that 
could provide a pathway of entry for microbial contamination 
into the distribution system or that is indicative of a failure or 
imminent failure in a barrier that is already in place. 

((@24)) (217) "Sanitary survey" means a review, 
inspection, and assessment of a public water system, by the 
department or department designee, to determine the ade- 
quacy of the system and its operation for producing and dis- 
tributing safe and reliable drinking water. Each survey 
includes, but is not limited to, an evaluation of the following 
components: 

(a) Source; 

(b) Treatment; 

(c) Distribution system; 

(d) Finished water storage; 

(e) Pump, pump facilities, and controls; 

(f) Monitoring, reporting, and data verification; 

(g) System management and operation; and 

(h) Operator compliance. 

((@25))) (218) "Satellite system management agency 
(SMA)" means a person or entity that is approved by the 
department to own or operate public water systems on a 
regional or county-wide basis without the necessity for a 
physical connection between the systems. 

((@26))) (219) "SCA" means a sanitary control area. 

(2D) (220) "SDWA" means the Safe Drinking Water 
Act. 

((@28))) (221) "Seasonal source" means a public water 
system source used on a regular basis, that is not a permanent 
or emergency source. 

((@29))) (222) "Seasonal system" means a noncommu- 
nity water system defined ((and-veferenced-ander)) in WAC 
246-290-020 that is not operated as a public water system on 
a year-round basis and starts up and shuts down at the begin- 
ning and end of each operating season. 

((@38))) (223) "Secondary standards" means standards 
based on factors other than health effects. 
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((@3H)) (224) "SEPA" means the State Environmental 
Policy Act. 

((@32))) (225) "Service area" means the specific area a 
water system currently serves and areas where future water 
service is planned. A wholesale system may include areas 
where it provides wholesale water to other public water sys- 
tems in its service area. A water system in a CWSSA includes 
its future service area in its service area as "future service 
area" as defined under chapters ((70-H6)) 70A.100 RCW 
and 246-293 WAC. 

((@33))) (226) "Service connection" means a connection 
to a public water system designed to provide potable water to 
a single family residence, or other residential or nonresiden- 
tial population. When the connection provides water to a res- 
idential population without clearly defined single family res- 
idences, the following formulas ((shal-e)) are used in deter- 
mining the number of services to be included as residential 
connections on the WFI form: 

(a) Divide the average population served each day by 
two and one-half; or 

(b) Using actual water use data, calculate the total ERUs 
represented by the service connection in accordance with 
department design guidance. 

(c) (dn ne-case-shalt)) The calculated number of services 
((be)) is never less than one. 

((@34)) (227) "Severe health cross-connection hazard" 
means a cross-connection which could impair the quality of 
potable water and create an immediate, severe public health 
hazard through poisoning or spread of disease by contami- 
nants from radioactive material processing plants, nuclear 
reactors, or wastewater treatment plants. 

((@35))) (228) "Simple disinfection" means any form of 
disinfection that requires minimal operational control in 
order to maintain the disinfection at proper functional levels, 
and that does not pose safety concerns that would require spe- 
cial care, equipment, or expertise. Examples include hypo- 
chlorination, UV-light, contactor chlorination, or any other 
form of disinfection practice that is safe to use and easy to 
routinely operate and maintain. 

((@36))) (229) "Slow sand filtration" means a process 
involving passage of source water through a bed of sand at 
low velocity (generally less than 0.10 gpm/ft?) that results in 
substantial particulate removal (> 2-log Giardia lamblia 
cysts) by physical and biological mechanisms. 

((237H*SMA"" means—a_satelite-system manasement 
agency: 

233)}"SOC" means-a synthetic organic chemical 

39) (230) "Societal perspective" means: 

A point of view that includes a broad spectrum of public 
benefits including, but not limited to: 

(a) Enhanced system reliability; 

(b) Savings that result from delaying, deferring, or mini- 
mizing capital costs; and 

(c) Environmental benefits such as increased water in 
streams, improvements in aquifer recharge and other envi- 
ronmental factors. 

(£49) (231) "Source meter" means a meter that mea- 
sures total output of a water source over specific time peri- 
ods. 
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(C4) (232) "Source water" means untreated water 
that is not subject to recontamination by surface runoff and: 

(a) For unfiltered systems, enters the system immedi- 
ately before the first point of disinfectant application; and 

(b) For filtered systems, enters immediately before the 
first treatment unit of a water treatment facility. 

(( SPH" a-speetat purpese vestigation 

RÆÐ) (233) "Special purpose investigation (SPI)" 
means on-site inspection of a public water system by the 
department or designee to address a potential public health 
concern, regulatory violation, or consumer complaint. 

((@445)) (234) "Special purpose sample" means a sam- 
ple collected for reasons other than the monitoring compli- 
ance specified in this chapter. 

((@45))) (235) "Spring" means a source of water where 
an aquifer comes in contact with the ground surface. 


2.47) 1SSNC" means state significant noncomplier: 

248))) (236) "Standard methods" means the book, titled 
Standard Methods for the Examination of Water and Waste 
Water, jointly published by the American Public Health 
Association, American Water Works Association (AWWA), 
and Water Pollution Control Federation. This book is avail- 
able through public libraries or may be ordered from 
AWWA, 6666 West Quincy Avenue, Denver, Colorado 
80235. The edition to be used is that specified by EPA for the 
relevant drinking water parameter in 40 C.F.R. Part 141. 

((@495)) (237) "Standby storage" means the volume of 
stored water available for use during a loss of source capac- 
ity, power, or similar short-term emergency. 

((@59})) (238) "State ((advisery)) action level (SAL)" 
means ((atevelestablished bythe departmentand state board 
of heatthtoracontaminantawitheutan-existine MCL Fhe 
wares a ae nat ies Shore e elcies tne 


lee he) the pendenttadon 


of a contaminant or group of contaminants, without an MCL, 


established to protect public health in accordance with WAC 
246-290-315 and which, if exceeded, triggers actions a pur- 
veyor takes in accordance with WAC 246-290-320. 

(5B) (239) "State board of health" and "board" 
means the board created by RCW 43.20.030. 

((@52})) (240) "State building code" means the codes 
adopted by and referenced in chapter 19.27 RCW; the state 
energy code; and any other codes so designated by the Wash- 
ington state legislature as adopted and amended by the coun- 
cil. 

((@53})) (241) "State detection reporting limit (SDRL)" 
means the minimum reportable detection of a contaminant 
established in WAC 246-390-075. 

(242) "State revolving fund (SRF)" means the revolving 
loan program financed by the state and federal governments 
and managed by the state for the purpose of assisting water 
systems to meet their capital needs associated with comply- 
ing with the federal Safe Drinking Water Act under chapter 
246-296 WAC. 

(54) (243) "State significant noncomplier (SSNC)" 
means a system that is violating or has violated department 
tules, and the violations may create, or have created an immi- 
nent or a significant risk to human health. 
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The violations include, but are not limited to: 

(a) Repeated violations of monitoring requirements; 

(b) Failure to address an exceedance of permissible lev- 
els of regulated contaminants; 

(c) Failure to comply with treatment technique standards 
or requirements; 

(d) Failure to comply with waterworks operator certifi- 
cation requirements; or 

(e) Failure to submit to a sanitary survey. 

((@55})) (244) "Subpart H System" see definition for 
"surface water system." 

((@56})) (245) "Surface water" means a body of water 
open to the atmosphere and subject to surface runoff. 

((@54)) (246) "Surface water system" means a public 
water system that uses in whole, or in part, source water from 
a surface supply, or GWI supply. This includes systems that 
operate surface water treatment facilities, and systems that 
purchase "completely treated water". A "surface water sys- 
tem" is also referred to as a "Subpart H System" in some fed- 
eral regulatory language adopted by reference and the two 
terms are considered equivalent for the purposes of this chap- 
ter. 

((@58})) (247) "Susceptibility assessment" means the 
completed susceptibility assessment survey form for ground- 
water sources, or a surface water checklist for surface water 
sources, developed by the department to evaluate the hydro- 
logic setting of the water source and assess its contribution to 
the source's overall susceptibility to contamination from sur- 
face activities. 

(5%) (248) "SUVA" means specific ultraviolet 
absorption. 

((@69})) (249) "SVBA" means spill resistant vacuum 
breaker assembly. 

((@64)) (250) "SWTR" means the surface water treat- 
ment rule. 


((@62))) (251) "Synthetic organic chemical (SOC)" 
means a manufactured carbon-based chemical. 

((@63))) (252) "System capacity" means the system's 
operational, technical, managerial, and financial capability to 
achieve and maintain compliance with all relevant local, 
state, and federal plans and regulations. 

((@64)) (253) "System physical capacity" means the 
maximum number of service connections or equivalent resi- 
dential units (ERUs) that the system can serve when consid- 
ering the limitation of each system component such as 
source, treatment, storage, transmission, or distribution, indi- 
vidually and in combination with each other. 

((@65))) (254) "T" means disinfectant contact time in 
minutes. 

((@66))) (255) "Time-of-travel" means the time required 
for groundwater to move through the water bearing zone 
from a specific point to a well. 

(6D) (256) "TNC" means transient noncommunity. 

" " 


(( 

695)) (257) "TOC" means total organic carbon. 

((@79})) (258) "Too numerous to count (TNTC)" means 
the total number of bacterial colonies exceeds 200 on a 47- 
mm diameter membrane filter used for coliform detection. 

(C4) (259) "Tracer study" means a field study con- 
ducted to determine the disinfectant contact time, T, provided 
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by a water system component, such as a clearwell or storage 
reservoir, used for Giardia lamblia cyst and virus inactiva- 
tion. The study involves introducing a tracer chemical at the 
inlet of the contact basin and measuring the resulting outlet 
tracer concentration as a function of time. 

((@7))) (260) "Transmission line" means pipes used to 
convey water from source, storage, or treatment facilities to 
points of distribution or distribution mains, and from source 
facilities to treatment or storage facilities. This also can 
include transmission mains connecting one section of distri- 
bution system to another section of distribution system as 
long as this transmission main is clearly defined on the plans 
and no service connections are allowed along the transmis- 
sion main. 

(EBY) (261) "Treatment technique (TT) requirement" 
means a department-established requirement for a public 
water system to provide treatment, such as filtration or disin- 
fection, as defined by specific design, operating, and moni- 
toring requirements. A ((“treatmenttechnique)) TT require- 
ment((“)) is established in lieu of a primary MCL when mon- 
itoring for the contaminant is not economically or 
technologically feasible. 

((@74))) (262) "Triggered source water monitoring" 
means collection of groundwater source samples as a result 
of a total coliform-positive routine sample in the distribution 
system under WAC 246-290-300(3). 

((@4))) (263) "Trihalomethane (THM)" means one of a 
family of organic compounds, named as derivatives of meth- 
ane, where three of the four hydrogen atoms in methane are 
each substituted by a halogen atom in the molecular structure. 
THMs may occur when chlorine, a halogen, is added to water 
containing organic material and are generally found in water 
samples as disinfection byproducts. 

((@76))) (264) "TTHM" means total trihalomethane. 

(FÐ) (265) "Turbidity event" means a single day or 
series of consecutive days, not to exceed fourteen, when one 
or more turbidity measurement each day exceeds 5 NTU. 

((@78))) (266) "Two-stage lime softening” means a pro- 
cess in which chemical addition and hardness precipitation 
occur in each of two distinct unit clarification processes in 
series prior to filtration. 

((@79))) (267) "T10" means the time it takes ten percent 
of the water passing through a system contact tank intended 
for use in the inactivation of Giardia lamblia cysts, viruses, 
and other microorganisms of public health concern, as deter- 
mined from a tracer study conducted at peak hourly flow or 
from published engineering reports or guidance documents 
for similarly configured tanks. 


((@88))) (268) "ug/L" means micrograms per liter. 

((@84)) (269) "UL" means the Underwriters Laborato- 
ries, Inc. 

((@82))) (270) "umhos/cm" means micromhos per centi- 
meter. 

((@83))) (271) "Unapproved auxiliary water supply" 
means a water supply (other than the purveyor's water sup- 
ply) on or available to the consumer's premises that is either 
not approved for human consumption by the health agency 
having jurisdiction or is not otherwise acceptable to the pur- 
veyor. 
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((@84))) (272) "Uncovered finished water storage facil- 
ity" means a tank, reservoir, or other facility used to store 
water, which will undergo no further treatment to reduce 
microbial pathogens except residual disinfection and is 
directly open to the atmosphere without a suitable water-tight 
roof or cover. 

((@85))) (273) "Uniform Plumbing Code (UPC)" means 
the code adopted under RCW 19.27.031(4) and implemented 
under chapter 51-56 WAC. This code establishes statewide 
minimum plumbing standards applicable within the property 
lines of the consumer's premises. 

@87)) (274) "Used water" means water which has left 
the control of the purveyor. 

((@88))) (275) "UTC" means the utilities and transporta- 
tion commission. 

((@89))) (276) "Verification" means to demonstrate the 
results of a sample to be precise by analyzing a duplicate 
sample. Verification occurs when analysis results fall within 
plus or minus thirty percent of the original sample. 

((@98))) (277) "Virus" means a virus of fecal origin 
which is infectious to humans and transmitted through water. 

2925)) (278) "Volatile organic chemical (VOC)" means 
a manufactured carbon-based chemical that vaporizes 
quickly at standard pressure and temperature. 

((@93))) (279) "Voluntary curtailment" means a curtail- 
ment of water use requested, but not required of consumers. 

((@94))) (280) "WAC" means the Washington Adminis- 
trative Code. 

((@95))) (281) "Waterborne disease outbreak" means 
the significant occurrence of acute infectious illness, epide- 
miologically associated with drinking water from a public 
water system, as determined by the appropriate local health 
agency or the department. 

((@96})) (282) "Water demand efficiency" means mini- 
mizing water use by the public water system's consumers 
through purveyor sponsored activities that may include, but 
are not limited to, distributing water saving devices, provid- 
ing rebates or incentives to promote water efficient technolo- 
gies or by providing water audits to homes, businesses, or 
landscapes. 

(9P) (283) "Water facilities inventory (WFI) form" 
means the department form summarizing each public water 
system's characteristics. 

((@98))) (284) "Water right" means a certificated water 
right, water right permit, valid claim, or other authorization, 
on record with or accepted by the department of ecology, 
authorizing the beneficial use of water in accordance with all 
applicable state laws. 

((@99))) (285) "Water right self-assessment" means an 
evaluation of the legal ability of a water system to use water 
for existing or proposed usages in conformance with state 
water right laws. The assessment may be done by a water sys- 
tem, a purveyor, the department of ecology, or any combina- 
tion thereof. 

((G98))) (286) "Watershed" means the region or area 
that: 

(a) Ultimately drains into a surface water source diverted 
for drinking water supply; and 
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(b) Affects the physical, chemical, microbiological, and 
radiological quality of the source. 

(69) (287) "Water shortage" means a situation 
during which the water supplies of a system cannot meet nor- 
mal water demands for the system, including peak periods. 

((@92))) (288) "Water shortage response plan" means a 
plan outlining policies and activities to be implemented to 
reduce water use on a short-term basis during or in anticipa- 
tion of a water shortage. 

(683V) (289) "Water supply characteristics" means the 
factors related to a public water system's source of water sup- 
ply that may affect its availability and suitability to provide 
for both short-term and long-term needs. 

Factors include, but are not limited to: 

(a) Source location; 

(b) Name of any body of water and water resource inven- 
tory area from which water is diverted or withdrawn; 

(c) Production capacity; 

(d) The source's natural variability; 

(e) The system's water rights for the source; 

(f) Other legal demands on the source such as water 
rights for other uses; 

(g) Conditions established to protect species listed under 
the Endangered Species Act in 50 C.F.R. 17.11; 

(h) Instream flow restrictions established under Title 173 
WAC; and 

(i) Any conditions established by watershed plans 
approved under chapter 90.82 RCW and RCW 90.54.040(1) 
or salmon recovery plans under chapter 77.85 RCW. 

(694) (290) "Water supply efficiency" means increas- 
ing a public water system's transmission, storage and delivery 
potential through activities that may include, but are not lim- 
ited to: 

(a) System-wide water audits; 

(b) Documenting authorized uses; 

(c) Conducting leak surveys; and 

(d) Repairs on: 

(i) Meters; 

(ii) Lines; 

(iii) Storage facilities; and 

(iv) Valves. 

((B95))) (291) "Water use efficiency (WUE)" means 
increasing water supply efficiency and water demand effi- 
ciency to minimize water withdrawals and water use. 

((B96))) (292) "Water use efficiency program" means 
policies and activities focusing on increasing water supply 
efficiency and water demand efficiency to minimize water 
withdrawals and water use. 

(605) (293) "Well field" means a group of wells one 
purveyor owns or controls that: 

(a) Draw from the same aquifer or aquifers as deter- 
mined by comparable inorganic chemical analysis and com- 
parable static water level and top of the open interval eleva- 
tions; and 

(b) Discharge water through a common pipe and the 
common pipe shall allow for collection of a single sample 
before the first distribution system connection. 

((B98))) (294) "Wellhead protection area (WHPA)" 
means the portion of a well's, wellfield's or spring's zone of 
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contribution defined using WHPA criteria established by the 
department. 

((B09)--WEE" means-awater facilities tventery form. 

E) (295) "Wholesale system" means a public water 
system that treats source water as necessary to produce fin- 
ished water and then delivers some or all of that finished 
water to another public water system. Delivery may be 
through a direct connection or through the distribution sys- 
tem of one or more consecutive systems. 

(BHMA meansaweHhead-proteetionmarea 

G12 WUE" means- wateruseeffieieney- 

BBD) (296) "Zone of contribution" means the area sur- 
rounding a pumping well or spring that encompasses all areas 
or features that supply groundwater recharge to the well or 
spring. 


AMENDATORY SECTION (Amending WSR 99-07-021, 
filed 3/9/99, effective 4/9/99) 


WAC 246-290-050 Enforcement. When any purveyor 
is out of compliance with a law or rule regulating public 
water systems and administered by the department, the 
department may initiate appropriate enforcement actions, 
regardless of any prior approvals issued. These actions may 
include, but are not limited to, any one or combination of the 
following: 

(1) Notice of violation instructing or requiring appropri- 
ate corrective measures; 

(2) Compliance schedule for specific actions necessary 
to achieve compliance status; 

(3) Departmental order requiring submission of project 
reports, construction documents, and construction report 
forms; 

(4) Departmental order requiring specific actions or 
ceasing unacceptable activities within a designated time 
period; 

(5) Departmental order to stop work and/or refrain from 
using any public water system or improvements thereto until 
all written approvals required by statute or rule are obtained; 

(6) Imposition of civil penalties may be issued for up to 
five thousand dollars per day per violation, or, in the case of 
a violation that has been determined to be a public health 
emergency, a penalty of not more than ten thousand dollars 
per day per violation under authority of chapter ((O449A)) 
70A.125 RCW; 

(7) Imposition of civil penalties may be issued to a per- 
son who constructs, modifies, or expands a public water sys- 
tem or who commences the construction, modification, or 
expansion of a public water system without first obtaining the 
required department approval. The amount of the penalty 
may be up to five thousand dollars per service connection, or, 
in the case of a system serving a transient population, a pen- 
alty of not more than four hundred dollars per person based 
on the highest average daily population the system serves or 
is anticipated to serve. The total penalty that may be imposed 
pursuant to this subsection and RCW ((70-4+49A-646)) 
70A.125.040 (1)(b) is five hundred thousand dollars; 

(8) Action that requires the purveyor to take preventive 
or corrective steps when results of a sanitary survey or special 
purpose investigation conducted by, or on behalf of, the 
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department indicate conditions that are currently or may 
become a detriment to system operation; 

(9) Legal action may be taken by the attorney general or 
local prosecutor. The legal action may be criminal or civil. 


AMENDATORY SECTION (Amending WSR 17-01-062, 
filed 12/14/16, effective 1/14/17) 


WAC 246-290-100 Water system plan. (1) The pur- 
pose of this section is to establish a uniform process for pur- 
veyors to: 

(a) Demonstrate system capacity as defined in WAC 
246-290-010; 

(b) Demonstrate how the system will address present and 
future needs in a manner consistent with other relevant plans 
and local, state, and federal laws, including applicable land 
use plans; 

(c) Establish eligibility for funding under chapter 246- 
296 WAC. 

(2) Purveyors of the following categories of community 
public water systems shall submit a water system plan for 
review and approval by the department: 

(a) Systems serving one thousand or more service con- 
nections; 

(b) Systems required to develop water system plans 
under the Public Water System Coordination Act of 1977, 
((€)chapter ((70-H6)) 70A.100 RCW((})); 

(c) Any system experiencing problems related to system 
capacity, as determined by the department; 

(d) All new systems; 

(e) Any system proposing to: 

(i) Increase or otherwise modify the service area identi- 
fied in a previously approved planning document; or 

(ii) Increase the geographical area where direct service is 
provided if a planning or engineering document has not been 
previously approved; or 

(iii) Install additions, extensions, or changes to existing 
source, storage, or transmission facilities and increase the 
approved number of service connections. 

(f) Any system proposing to use the document submittal 
exception process in WAC 246-290-125; or 

(g) Any system operating under or proposing to operate 
under an unspecified number of service connections. 

(3) The purveyor shall work with the department to 
establish the relative priority and level of detail for each ele- 
ment of the water system plan. The priority and level of detail 
must be related to size, complexity, water supply characteris- 
tics, forecasted demand characteristics, past performance, 
planning history, and use of the water system. Project reports 
may be combined with a water system plan. 

(4) The purveyor shall, at a minimum, address the fol- 
lowing elements in the water system plan: 

(a) Description of the water system, including: 

(i) Ownership and management, including the current 
names, addresses, and telephone numbers of the owners, 
operators, and emergency contact persons for the system; 

(ii) System history and background; 

(iii) Related plans, such as coordinated water system 
plans, abbreviated coordinated water system plans, local land 
use plans, groundwater management plans, and basin plans; 
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(iv) Service area maps, including retail service area and 
future service area, if applicable, and areas where wholesale 
water is provided to other public water systems. Municipal 
water suppliers shall identify the area that will expand their 
water rights' place of use if the requirements under WAC 
246-290-107 have been met; 

(v) Service area characteristics, agreements, and poli- 
cies; 

(vi) Satellite management, if applicable. 

(b) Basic planning data, including: 

(i) Current population, service connections, water use, 
and equivalent residential units; and 

(ii) Sufficient water production and consumption data to 
identify trends including the following elements: 

(A) Monthly and annual production totals for each 
source, including water purchased from another public water 
system; 

(B) Annual usage totals for each customer class as deter- 
mined by the purveyor; 

(C) Annual usage totals for water supplied to other pub- 
lic water systems; and 

(D) For systems serving one thousand or more total con- 
nections, a description of the seasonal variations in consump- 
tion patterns of each customer class defined by the purveyor. 

(iii) Designated land use, zoning, population, and water 
demand within the water system's service area for the plan 
approval period, and at least a twenty-year planning period. 

(c) Demand forecasts, developed under WAC 246-290- 
221, for the plan approval period, and at least a twenty-year 
planning period. These ((shaH)) must show future use with 
and without savings expected from the system's water use 
efficiency program. 

(d) For systems serving one thousand or more total con- 
nections, a demand forecast for the plan approval period and 
at least a twenty-year planning period that projects demand if 
the measures deemed cost-effective per WAC 246-290-810 
were implemented. 

(e) System analysis, including: 

(i) System design standards; 

(ii) Water quality analysis; 

(iii) Inventory and analysis of water system facilities; 
and 

(iv) Summary of system deficiencies. 

(f) Water resource analysis for the plan approval period 
and at least a twenty-year planning period, including: 

(i) A water use efficiency program. Municipal water sup- 
pliers must meet the requirements in WAC 246-290-810; 

(ii) Source of supply analysis, which includes: 

(A) An evaluation of water supply alternatives if addi- 
tional water rights will be pursued within twenty years; and 

(B) A narrative description of the system's water supply 
characteristics and the foreseeable effect from current and 
future use on the water quantity and quality of any body of 
water from which its water is diverted or withdrawn based on 
existing data and studies; 

(iii) A water shortage response plan as a component of 
the reliability and emergency response requirements under 
WAC 246-290-420; 

(iv) Water right self-assessment; 

(v) Water supply reliability analysis; 
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(vi) Interties; and 

(vii) For systems serving one thousand or more total con- 
nections, an evaluation of opportunities for the use of 
reclaimed water, where they exist, as defined in RCW 90.46.- 
120. 

(g) Source water protection program under WAC 246- 
290-135. 

(h) Operation and maintenance program under WAC 
246-290-415 and 246-290-654(5), as applicable. 

(i) Improvement program, including a capital improve- 
ment schedule that identifies all capital improvements sched- 
uled within the plan approval period and any major projects 
or other capital improvements planned within at least a 
twenty-year planning period. 

(j) Financial program, including demonstration of finan- 
cial viability by providing: 

(i) A summary of past income and expenses; 

(ii) A balanced operational budget for the plan approval 
period; 

(iii) A plan for collecting the revenue necessary to main- 
tain cash flow stability and to fund the capital improvement 
program and emergency improvements; and 

(iv) An evaluation that has considered: 

(A) The affordability of water rates; and 

(B) The feasibility of adopting and implementing a rate 
structure that encourages water demand efficiency. 

(k) Other documents, such as: 

(i) Documentation of SEPA compliance; 

(ii) Agreements; and 

(iii) Comments from each local government with juris- 
diction and adjacent utilities. 

(5) Purveyors intending to implement the project report 
and construction document submittal exceptions authorized 
under WAC 246-290-125 must include: 

(a) Standard construction specifications for distribution 
mains; and/or 

(b) Design and construction standards for distribution- 
related projects, including: 

(i) Description of project report and construction docu- 
ment internal review procedures, including engineering 
design review and construction completion reporting require- 
ments; 

(ii) Construction-related policies and requirements for 
external parties, including consumers and developers; 

(iii) Performance and sizing criteria; and 

(iv) General reference to construction materials and 
methods. 

(6) Purveyors shall submit reports identifying the prog- 
ress in developing their water system plans if required by the 
department. 

(7) Purveyors shall transmit water system plans to adja- 
cent utilities and each local government with jurisdiction, to 
assess consistency with ongoing and adopted planning 
efforts. 

(8) Prior to department approval of a water system plan 
or a water system plan update, the purveyor shall: 

(a) Hold an informational meeting for the water system 
consumers and notify consumers in a way that is appropriate 
to the size of the water system; and 
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(b) Obtain approval of the water system plan from the 
purveyor's governing body or elected governing board. 

(9) Department approval of a water system plan is effec- 
tive for ten years from the date of written approval unless: 

(a) The purveyor requests and receives a plan approval 
period of less than ten years; or 

(b) The department requests an updated plan. 

(10) The purveyor shall update the water system plan 
and obtain department approval at or before the expiration of 
the current plan approval if the system meets any of the con- 
ditions of subsection (2) of this section. 

(11) Water system plan amendments. A purveyor may 
submit an amendment to its current approved water system 
plan for department approval at any time during the plan 
approval period. Project reports may be included in a water 
system plan amendment to meet the requirements under 
WAC 246-290-110(3). Department approval of a water sys- 
tem plan amendment does not alter the current plan approval 
period in accordance with subsection (9) of this section and 
does not satisfy the requirement of subsection (2) of this sec- 
tion to update the water system plan. 


AMENDATORY SECTION (Amending WSR 17-01-062, 
filed 12/14/16, effective 1/14/17) 


WAC 246-290-107 Place of use expansion. The place 
of use of a surface or groundwater right may be expanded to 
include any portion of the approved service area that was not 
previously within the place of use for the water right when 
documented in an approved planning or engineering docu- 
ment under chapter 43.20 RCW or in accordance with proce- 
dures adopted under chapter ((70-H6)) 70A.100 RCW. This 
occurs as an effect of the department's approval of a service 
area identified in a water system plan, water system plan 
amendment, small water system management program, engi- 
neering document, or as an effect of the local legislative 
authority's approval of a service area as part of a coordinated 
water system plan. 

(1) The following conditions must be met: 

(a) The municipal water supplier is in compliance with 
the terms of the water system plan or small water system 
management program, including those regarding water use 
efficiency. 

(b) The alteration of the place of use is not inconsistent 
regarding an area added to the place of use with any local 
plans and regulations. 

(c) The alteration of the place of use is not inconsistent 
regarding an area added to the place of use with any water- 
shed plan approved under chapter 90.82 RCW or a compre- 
hensive watershed plan approved under RCW 90.54.040(1) 
after September 3, 2003, if such a watershed plan has been 
approved for the area. 

(2) As part of the planning or engineering document, 
municipal water suppliers must: 

(a) Identify the area where the place of use will be 
expanded. 

(b) Document that subsection (1)(a) and (c) of this sec- 
tion are met. 

(c) Meet the requirements of WAC 246-290-108 for the 
area where the place of use will be expanded. 
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AMENDATORY SECTION (Amending WSR 17-01-062, 
filed 12/14/16, effective 1/14/17) 


WAC 246-290-130 Source approval. (1) Every pur- 
veyor shall obtain drinking water from the highest quality 
source feasible. ((Ne)) Every purveyor shall, prior to using a 
source as a public water supply, obtain approval from the 
department for: 

(a) All new sources((;)). 

(b) Previously unapproved sources((;ef)). 

(c) Modifications Se ete to existing sources ((shat-be 
usec_as-a-_publie~water-supphyavitheut department approvak 
Ne)). 

(2) In no case may a purveyor maintain an intake or other 
connection ((shalbe-maintained)) between a public water 
system and a source of water not approved by the department. 

(Œ (3) Before initiating source development or mod- 
ification, the purveyor shall contact the department to iden- 
tify submittal requirements. 

(6) (4) Any party seeking source approval shall pro- 
vide the department sufficient documentation, in a project 
report, construction documents, or in supplemental docu- 
ments, that the source: 

(a) Is reasonable and feasible for the type and size of the 
system; 

(b) May legally be used in conformance with state water 
rights laws; 

(c) Supplies water that is physically and reliably avail- 
able in the necessary quantities, as shown in: 

(i) A hydrogeologic assessment of the proposed source; 

(ii) A general description of the watershed, spring, 
and/or aquifer recharge area affecting the quantity or quality 
of flow, which includes seasonal variation and upstream 
water uses that may significantly affect the proposed source; 

(iii) For groundwater and spring sources, well source 
development data that are available from a pump test at the 
maximum design rate and duration, or are available from 
other sources of information, that establish pump settings 
(depth) in the well and demonstrate adequacy of water quan- 
tity to meet design criteria while not leading to water quality 
problems; 

(iv) For groundwater and spring sources, installation of a 
source meter or other equivalent device that reliably mea- 
sures volume of flow into the system; 

(d) Is, or is not, a GWI under WAC 246-290-640, and 
meets or can meet the applicable requirements for GWI 
sources as described in that section including treatment; 

(e) Adequately provides for source protection, as shown 
in: 

(i) For surface water and GWI sources, the watershed 
control program identified under WAC 246-290-135 and Part 
6 of this chapter; 

(ii) For wells, a preliminary department susceptibility 
assessment or equivalent information, and preliminary 
WHPA delineation and contaminant inventory, under the 
requirements for sanitary control and wellhead protection 
under WAC 246-290-135; 

(f) Is designed and constructed in conformance with this 
chapter, and relevant requirements of chapter 173-160 WAC 
(department of ecology well construction standards); 
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(g) Meets water quality standards under WAC 246-290- 
310, as shown in an initial water quality analysis that 
includes, at a minimum, the following: 

(i) Bacteriological, in addition to water quality standards 
under WAC 246-290-310, the raw water coliform source 
sample must be satisfactory; 

(ii) Complete inorganic chemical and physical except 
that the MCL for arsenic under WAC 246-290-310 does not 
apply to TNC systems; 

(iii) Complete VOC; 

(iv) Radionuclides, if source approval is requested for a 
community system; 

(v) SOC, except where waived or not required under 
WAC 246-290-300; ((and)) 

(vi) Contaminants with a SAL, except where waived or 
not applicable under WAC 246-290-300(10); and 

(vii) Any other information required by the department 
relevant to the circumstances of the particular source. 

(h) Sources that otherwise would not meet water quality 
standards under WAC 246-290-310 or that have unsatisfac- 
tory raw water coliform source samples may be approved if 
treatment is provided. 

(((49)) (5) The required documentation under subsection 
(3) of this section ((shaH)) must include, at a minimum: 

(a) A water right self-assessment; 

(b) A map showing the project location and vicinity; 

(c) A map depicting topography, distances to the surface 
water intake, well or spring from existing property lines, 
buildings, potential sources of contamination, ditches, drain- 
age patterns, and any other natural or man-made features 
affecting the quality or quantity of water; 

(d) The dimensions, location, and legal documentation 
of the SCA under WAC 246-290-135; 

(e) A copy of the on-site inspection form completed by 
the department or local health department representative; 

(f) A copy of the water well report including the unique 
well identification tag number, depth to open interval or top 
of screened interval, overall depth of well from the top of the 
casing, vertical elevation, and location (both plat location and 
latitude/longitude); and 

(g) Documentation of source meter installation. The pur- 
veyor may utilize other documents, such as a water system 
plan, susceptibility assessment, wellhead protection program, 
project report, or construction documents, to provide the doc- 
umentation and information to the department, provided that 
the documents are current, and the purveyor indicates the 
location in the document of the relevant information. 

(6) (6) If treatment of a source is necessary to meet 
water quality standards, the purveyor may be required to 
meet the provisions of WAC 246-290-250 and Part 6 of this 
chapter, if applicable, prior to or as a condition of approval. 

((€6))) (7) An intertie must be adequately described in a 
written agreement between the purveyor and the supplier of 
the water, and otherwise meet the requirements of WAC 246- 
290-132. 

(6E) (8) The purveyor shall not construct facilities for 
source development and use without prior approval of the 
department pursuant to the provisions of WAC 246-290-120. 

((€8})) (9) The purveyor may request a conditional 
source approval, such as one that sets limits on use or requires 
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interim treatment, if further analysis of the quality of the 
source is required before final approval. 

(€) (10) For sources or supplies of water used by bot- 
tled water or ice plants to produce bottled water or ice: 

(a) If the bottled water or ice plant is a Group A commu- 
nity water system and the plant uses the system's source for 
the water that is bottled or made into ice, the source and sup- 
ply used for the bottled water and ice ((shall)) must meet the 
applicable Group A requirements; 

(b) If the bottled water or ice plant uses its own source 
for the water that is bottled or made into ice, and the plant is 
not a Group A community water system, the owner or opera- 
tor shall obtain source approval from the department, and the 
source water ((shaH)) must meet the ongoing source water 
quality monitoring requirements for a Group A community 
system; 

(c) If the bottled water or ice plant purchases the water 
for bottling or making ice from another source or supply, the 
water ((shalH})) must meet the minimum requirements for a 
Group A community water system, and the owner or operator 
of the plant shall ensure that the water meets the require- 
ments; 

(d) The source or supply for the water that is bottled or 
made into ice ((shaH)) must be protected from contamination 
prior to the bottling or ice making process; and 

(e) In addition to the requirements imposed under this 
subsection, the processing of bottled water ((shal-be)) is sub- 
ject to regulation by the state department of agriculture and 
the United States Food and Drug Administration. 


AMENDATORY SECTION (Amending WSR 17-01-062, 
filed 12/14/16, effective 1/14/17) 


WAC 246-290-300 Monitoring requirements. (1) 
General. 

(a) The monitoring requirements specified in this section 
are minimums. The department may require additional mon- 
itoring when: 

(i) Contamination is present or suspected in the water 
system; 

(ii) A groundwater source is determined to be a potential 
GWI; 

(iii) The degree of source protection is not satisfactory; 

(iv) Additional monitoring is needed to verify source 
vulnerability for a requested monitoring waiver; 

(v) Under other circumstances as identified in a depart- 
ment order; or 

(vi) Additional monitoring is needed to evaluate continu- 
ing effectiveness of a treatment process where problems with 
the treatment process may exist. 

(b) Special purpose samples collected by the purveyor 
((shaH)) do not count toward fulfillment of the monitoring 
requirements of this chapter unless the quality of data and 
method of sampling and analysis are acceptable to the depart- 
ment. 

(c) The purveyor shall ensure samples required by this 
chapter are collected, transported, and submitted for analysis 
according to EPA-approved methods. The analyses ((skhal)) 
must be performed by a laboratory accredited by the state 
using EPA-approved methods or other department-approved 
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methods. Qualified water utility, accredited laboratory, 
health department personnel, and other parties approved by 
the department may conduct measurements for pH, tempera- 
ture, residual disinfectant concentration, alkalinity, bromide, 
chlorite, TOC, SUVA, turbidity, calcium, conductivity, 
orthophosphate, and silica as required by this chapter, pro- 
vided, these measurements are made according to EPA 
approved methods. 

(d) Compliance samples required by this chapter 
((shalt)) must be taken at locations listed in Table 4 of this 
section. 

(e) Purveyors failing to comply with a monitoring 
requirement shall notify: 

(i) The department under WAC 246-290-480; and 

(ii) The owner or operator of any consecutive system 
served and the appropriate water system users under 40 
C.F.R. 141.201 and Part 7, Subpart A of this chapter. 

(2) Selling and receiving water. 

(a) Source monitoring. Purveyors, with the exception of 
those that "wheel" water to their consumers (i.e., sell water 
that has passed through another purchasing purveyor's distri- 
bution system), shall conduct source monitoring under this 
chapter for the sources under their control. The level of mon- 
itoring ((skatt)) must satisfy the monitoring requirements 
associated with the total population served by the source. 

(b) Distribution system monitoring. The purveyor of a 
system that receives and distributes water shall perform dis- 
tribution-related monitoring requirements. Monitoring 
((shalt)) must include, but not be limited to, the following: 

(i) Collect coliform samples under subsection (3) of this 
section; 

(ii) Collect disinfection byproduct samples as required 
by subsection (6) of this section; 

(iii) Perform the distribution system residual disinfectant 
concentration monitoring under subsection (6) of this section, 
and as required under WAC 246-290-451, 246-290-664, or 
246-290-694. Systems with fewer than one hundred connec- 
tions shall measure residual disinfectant concentration at the 
same time and location that a routine or repeat coliform sam- 
ple is collected, unless the department determines that more 
frequent monitoring is necessary to protect public health; 

(iv) Perform lead and copper monitoring required under 
40 C.F.R. 141.86, 141.87, and 141.88; 

(v) Perform the distribution system monitoring under 40 
C.F.R. 141.23(b) for asbestos if applicable; 

(vi) Other monitoring as required by the department. 

(c) Reduced monitoring for regional programs. The 
receiving purveyor may receive reductions in the coliform, 
lead and copper, disinfection byproduct (including (4FHMs)) 
TTHMs and HAAS) and distribution system disinfectant 
residual concentration monitoring requirements, provided the 
receiving system: 

(i) Purchases water from a purveyor that has a depart- 
ment-approved regional monitoring program; 

Gi) Has a written agreement with the supplying system 
or regional water supplier that is acceptable to the depart- 
ment, and which identifies the responsibilities of both the 
supplying and receiving system(s) with regards to monitor- 
ing, reporting and maintenance of the distribution system; 
and 
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(iii) Has at least one compliance monitoring location for 
disinfection byproducts, if applicable. 

(d) Periodic review of regional programs. The depart- 
ment may periodically review the sampling records of public 
water systems participating in a department-approved moni- 
toring program to determine if continued reduced monitoring 
is appropriate. If the department determines a change in the 
monitoring requirements of the receiving system is appropri- 
ate: 

(i) The department shall notify the purveyor of the 
change in monitoring requirements; and 

(ii) The purveyor shall conduct monitoring as directed by 
the department. 

(3) Bacteriological. 

(a) The purveyor shall be responsible for collection and 
submittal of coliform samples from representative points 
throughout the distribution system. Samples ((skaH)) must be 
collected after the first service and at regular time intervals 
each month the system provides water to consumers. Samples 
((shalt)) must be collected that represent normal system oper- 
ating conditions. 

(i) Systems providing disinfection treatment shall mea- 
sure the residual disinfectant concentration within the distri- 
bution system at the same time and location of routine and 
repeat samples. 

(ii) Systems providing disinfection treatment shall assure 
that disinfectant residual concentrations are measured and 
recorded on all coliform sample report forms submitted for 
compliance purposes. 

(b) Coliform monitoring plan. 

(i) Systems shall develop a written coliform monitoring 
plan that identifies sampling sites and a sample collection 
schedule that are representative of water throughout the dis- 
tribution system. The plan is subject to department review 
and approval. Systems shall collect total coliform samples 
according to the plan. Monitoring may take place at a cus- 
tomer's premises, dedicated sampling station, or other desig- 
nated compliance sampling location. Routine and repeat sam- 
ple sites and any sampling points necessary to meet the 
requirements of Part 6 of this chapter and WAC 246-290-300 
(3)(h) must be identified in the plan. 

(ii) Systems shall collect samples at regular time inter- 
vals throughout the month, except for systems that use 
groundwater and serve four thousand nine hundred or fewer 
people may collect all required samples on a single day if the 
samples are taken from different sites. 

(iii) Systems shall take at least the minimum number of 
required samples even if the system has had an E. coli MCL 
violation or has exceeded the coliform treatment technique 
triggers in WAC 246-290-320(2). 

(iv) Systems may conduct more compliance monitoring 
than is required under subsection (3)(b) of this section to 
investigate potential problems in the distribution system and 
use monitoring as a tool to assist in identifying problems. 
Systems may take more than the minimum number of 
required routine samples and must include the results in cal- 
culating whether or not the coliform treatment technique trig- 
gers in WAC 246-290-320(2) have been exceeded only if the 
samples are taken in accordance with the plan and are repre- 
sentative of water throughout the distribution system. 
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(v) Systems shall identify repeat monitoring locations in 
the plan. Unless the provisions of subsection (3)(b)(i) through 
(iv) of this section are met, the system shall collect at least 
one repeat sample from the sample tap where the original 
total coliform-positive sample was taken, and at least one 
repeat sample at a tap within five service connections 
upstream and at least one repeat sample at a tap within five 
service connections downstream of the original sample site. 
If a total coliform-positive sample is at the end of the distri- 
bution system, or one service connection away from the end 
of the distribution system, the system shall still take all 
required repeat samples. The department may allow an alter- 
native sampling location in lieu of the requirement to collect 
at least one repeat sample upstream or downstream of the 
original sampling site. Systems may propose repeat monitor- 
ing locations to the department that the system believes to be 
representative of a pathway for contamination of the distribu- 
tion system. A system may elect to specify either alternative 
fixed locations or criteria for selecting repeat sampling sites 
on a situational basis in a standard operating procedure (SOP) 
in its plan. The system shall design its SOP to focus the repeat 
samples at locations that best verify and determine the extent 
of potential contamination of the distribution system area 
based on specific situations. The department may modify the 
SOP or require alternative monitoring locations as needed. 

(vi) The purveyor shall: 

(A) Keep the coliform monitoring plan on file with the 
system and make it available to the department for inspection 
upon request; 

(B) Revise or expand the plan at any time the plan no 
longer ensures representative monitoring of the system, or as 
directed by the department; and 

(C) Submit the plan to the department for review and 
approval when requested and as part of the water system plan 
required under WAC 246-290-100. 

(c) Special purpose coliform samples. Special purpose 
coliform samples, such as those taken to determine whether 
disinfection practices are sufficient following pipe place- 
ment, replacement, or repair, must not be used to determine 
whether or not the coliform treatment technique trigger has 
been exceeded. Repeat samples taken in accordance with 
subsection (3) of this section are not considered special pur- 
pose coliform samples, and must be used to determine 
whether or not the coliform treatment technique trigger has 
been exceeded. 

(d) Invalidation of total coliform samples. A total coli- 
form-positive sample invalidated under subsection (3) of this 
section does not count toward meeting the minimum moni- 
toring requirements of this section. 

(i) The department may invalidate a total coliform-posi- 
tive sample if one or more of the following conditions are 
met: 

(A) The laboratory establishes that improper sample 
analysis caused the total coliform-positive result; 

(B) The department, on the basis of the results of repeat 
samples collected as required under subsection (3) of this 
section, determines that the total coliform-positive samples 
resulted from a domestic or other nondistribution system 
plumbing problem. The department may not invalidate a 
sample on the basis of repeat sample results unless all repeat 
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samples collected at the same tap as the original total coli- 
form-positive sample are also total coliform-positive, and all 
repeat samples collected at a location other than the original 
tap are total coliform-negative. For example, the department 
may not invalidate a total coliform-positive sample on the 
basis of repeat samples if all the repeat samples are total coli- 
form-negative, or if the system has only one service connec- 
tion; or 

(C) The department has substantial grounds to believe 
that a total coliform-positive result is due to a circumstance or 
condition that does not reflect water quality in the distribu- 
tion system. In this case, the system shall still collect all 
repeat samples required under subsection (3) of this section, 
and use the samples to determine whether a coliform treat- 
ment technique trigger under WAC 246-290-320(2) has been 
exceeded. 

(ii) Unless total coliforms are detected, a laboratory shall 
invalidate a total coliform sample if the sample produces a 
turbid culture in the absence of gas production using an ana- 
lytical method where gas formation is examined such as the 
multiple-tube fermentation technique, produces a turbid cul- 
ture in the absence of an acid reaction in the presence- 
absence coliform test, or exhibits confluent growth or pro- 
duces colonies TNTC with an analytical method using a 
membrane filter such as a membrane filter technique. If a lab- 
oratory invalidates a sample because of such interference, the 
system shall collect another sample from the same location as 
the original sample within twenty-four hours of notification 
of the interference problem, and have it analyzed for the pres- 
ence of total coliforms. The system shall continue to re sam- 
ple within twenty-four hours and have the samples analyzed 
until it obtains a valid result. The department may waive the 
twenty-four hour time limit on a case-by-case basis. 

(e) Monitoring frequency. The number of required rou- 
tine coliform samples is based on total population served. 

(i) Purveyors of community systems shall collect and 
submit for analysis no less than the number of routine sam- 
ples listed in Table 2 of this section during each calendar 
month of operation; 

Gii) Unless directed otherwise by the department, purvey- 
ors of noncommunity systems shall collect and submit for 
analysis no less than the number of samples required in Table 
2 of this section. Each month's population ((skaH)) must be 
based on the average daily population and ((shaH)) must 
include all residents and nonresidents served during that 
month. During months when the average daily population 
served is less than twenty-five, routine sample collection is 
not required when: 

(A) Using only protected groundwater sources; 

(B) The system has a clean compliance history for a min- 
imum of twelve months; 

(C) The system has no sanitary defects or significant 
deficiencies; 

(D) The system has detected no total coliform-positive 
routine or repeat samples in the previous month; and 

(E) The system has collected and submitted for analysis 
one routine sample during one of the previous two months. 

(iii) Purveyors of NTNC and TNC systems are not 
required to collect routine samples in months when the popu- 
lation served is zero. 
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(iv) Purveyors of systems serving both a resident and a 
nonresident population shall base their minimum sampling 
requirement on the total of monthly populations served, both 
resident and nonresident as determined by the department, 
but no less than the minimum required in Table 2 of this sec- 
tion. 

(v) Seasonal systems. 

(A) In accordance with WAC 246-290-480 (2)(f)(ii), 
seasonal systems shall certify that a department-approved 
start-up procedure, which may include a requirement for 
start-up sampling, was completed prior to serving water to 
the public. 

(B) Seasonal systems shall monitor every month that it is 
in operation unless it meets the criteria in subsection (3)(e)(11) 
of this section. 

(C) The department may exempt a seasonal system from 
some or all of the requirements in subsection (3)(e)(v)(A) of 
this section if the entire distribution system remains pressur- 
ized during the entire period that the system is not operating, 
except that systems that monitor less frequently than monthly 
shall still monitor during the vulnerable period designated by 
the department. 


Table 2 
Total Coliform Monitoring Frequency 


Minimum number of 
Population served samples per month 

1 to 1,000* 1 
1,001 to 2,500 2 
2,501 to 3,300 3 
3,301 to 4,100 4 
4,101 to 4,900 5 
4,901 to 5,800 6 
5,801 to 6,700 7 
6,701 to 7,600 8 
7,601 to 8,500 9 
8,501 to 12,900 10 
12,901 to 17,200 15 
17,201 to 21,500 20 
21,501 to 25,000 25 
25,001 to 33,000 30 
33,001 to 41,000 40 
41,001 to 50,000 50 
50,001 to 59,000 60 
59,001 to 70,000 70 
70,001 to 83,000 80 
83,001 to 96,000 90 
96,001 to 130,000 100 
130,001 to 220,000 120 
220,001 to 320,000 150 
320,001 to 450,000 180 
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Minimum number of 

Population served samples per month 
450,001 to 600,000 210 
600,001 to 780,000 240 
780,001 to 970,000 270 
970,001 to 1,230,000 300 
1,230,001 to 1,520,000 330 
1,520,001 to 1,850,000 360 
1,850,001 to 2,270,000 390 
2,270,001 to 3,020,000 420 
3,020,001 to 3,960,000 450 
3,960,001 or more 480 


*Noncommunity systems using only protected groundwa- 
ter sources and serving less than twenty-five individuals, 
may collect and submit for analysis, one sample every three 
months per WAC 246-290-300 (3)(e)(ii). 


(f) Repeat monitoring. 

(i) If a routine sample taken under subsection (3) of this 
section is total coliform-positive, the system shall collect a 
set of repeat samples within twenty-four hours of being noti- 
fied of the positive result. Additional treatment, such as batch 
or shock chlorination must not be started prior to the collec- 
tion of repeat samples unless the department gives prior 
authorization. The purveyor shall contact the department to 
determine the best interim approach in this situation. The sys- 
tem shall collect no fewer than three repeat samples for each 
total coliform-positive sample found. The department may 
extend the twenty-four hour limit on a case-by-case basis if 
the system has a logistical problem in collecting the repeat 
samples within twenty-four hours that is beyond its control. 
Following the collection of repeat samples, and before the 
analytical results are known, the system may provide interim 
precautionary treatment or other means to protect public 
health. 


Gi) The system shall collect all repeat samples on the 
same day, except the department may allow a system with a 
single connection to collect the required set of repeat samples 
over a three-day period or to collect a larger volume of repeat 
samples in one or more sample containers of any size, as long 
as the total volume collected is at least 300 ((##4)) mL. 


(iii) The system shall collect an additional set of repeat 
samples in the manner specified in subsection (3)(f)(i) 
through (iii) of this section if one or more repeat samples in 
the current set of repeat samples is total coliform-positive. 
The system shall collect the additional set of repeat samples 
within twenty-four hours of being notified of the positive 
result, unless the department extends the time limit as pro- 
vided in subsection (3)(f)(1) of this section. The system shall 
continue to collect additional sets of repeat samples until 
either total coliforms are not detected in one complete set of 
repeat samples or the system determines that a coliform treat- 
ment technique trigger specified in WAC 246-290-320 (2)(a) 
has been exceeded as a result of a repeat sample being total 
coliform-positive and notifies the department. If a treatment 
technique trigger identified in WAC 246-290-320 (2)(a) is 
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exceeded as a result of a routine sample being total coliform- 
positive, the system is required to conduct only one round of 
repeat monitoring for each total coliform-positive routine 
sample. 

(iv) After a system collects a routine sample and before 
it gets the results of the analysis of that sample, if it collects 
subsequent routine samples from within five adjacent service 
connections of the initial sample, and the initial sample, after 
analysis, is found to contain total coliforms, then the system 
may count the subsequent samples as a repeat sample instead 
of as a routine sample. 

(v) Results of all routine and repeat samples taken under 
subsection (3)(e) and (f) of this section not invalidated by the 
department under subsection (3)(d) of this section must be 
used to determine whether a coliform treatment technique 
trigger specified in WAC 246-290-320 (2)(a) has been 
exceeded. 

(g) E. coli testing. 

(i) If any routine or repeat sample is total coliform-posi- 
tive, the system shall analyze that total coliform-positive cul- 
ture medium to determine if E. coli are present. If E. coli are 
present, the system shall notify the department by the end of 
the day when the system is notified of the test result. 

(ii) The department may allow a system, on a case-by- 
case basis, to forgo E. coli testing on a total coliform-positive 
sample if the system assumes that the total coliform-positive 
sample is Æ. coli-positive. Accordingly, the system shall 
notify the department as specified in WAC 246-290-320 
(1)(a). 

(h) Triggered source water monitoring. 

(i) All groundwater systems with their own groundwater 
sources must conduct triggered source water monitoring 
unless the following conditions exist: 

(A) The system has submitted a project report and 
received department approval that it provides at least 4-log 
treatment of viruses using inactivation, removal, or a depart- 
ment-approved combination of 4-log virus inactivation and 
removal before or at the first customer for each groundwater 
source; and 

(B) The system is conducting compliance monitoring 
under WAC 246-290-453(2). 

(ii) Any groundwater source sample required under this 
subsection (3) must be collected at the source prior to any 
treatment unless otherwise approved by the department. 

(iii) Any groundwater source sample collected under this 
subsection (3) must be at least 100 mL in size and must be 
analyzed for E. coli using one of the analytical methods under 
40 C.F.R. 141.402(c). 

(iv) Groundwater systems shall collect at least one sam- 
ple from each groundwater source in use at the time a routine 
sample collected under subsection (3) of this section is total 
coliform-positive and not invalidated under subsection (3)(d) 
of this section. These source samples must be collected 
within twenty-four hours of notification of the total coliform- 
positive sample. The following exceptions apply: 

(A) The twenty-four hour time limit may be extended if 
granted by the department and will be determined on a case- 
by-case basis. If an extension is granted, the system shall 
sample by the deadline set by the department. 
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(B) Systems with more than one groundwater source 
may meet the requirements of subsection (3)(h)(iv) of this 
section by sampling a representative groundwater source or 
sources. The system shall have a department-approved trig- 
gered source water monitoring plan that identifies one or 
more groundwater sources that are representative of each 
monitoring site in the system's coliform monitoring plan 
under subsection (3)(b) of this section. The plan must be 
approved by the department before representative sampling 
will be allowed. 

(v) Groundwater systems with an Æ. coli positive source 
water sample that is not invalidated under subsection 
(3)(h)(vil) of this section, shall: 

(A) Notify the department by the end of the day when the 
system is notified of the test result. 

(B) Provide Tier 1 public notice as required under Part 7, 
Subpart A of this chapter and special notification under WAC 
246-290-71005 (4) and (5); 

(C) If directed by the department, take corrective action 
as required under WAC 246-290-453(1); and 

(D) Systems that are not directed by the department to 
take corrective action shall collect five additional samples 
from the same source within twenty-four hours of being noti- 
fied of the E. coli positive source water sample. If any of the 
five additional samples are E. coli positive, the system shall 
take corrective action under WAC 246-290-453(1). 

(vi) Any consecutive groundwater system that has a total 
coliform-positive routine sample collected under this subsec- 
tion and not invalidated under subsection (3)(d) of this sec- 
tion shall notify each wholesale system it receives water from 
within twenty-four hours of being notified of the total coli- 
form-positive sample and comply with subsection (3)(h) of 
this section. 

(A) A wholesale groundwater system that receives 
notice from a consecutive system under subsection (3)(h)(vi) 
of this section shall conduct triggered source water monitor- 
ing under subsection (3)(h) of this section unless the depart- 
ment determines and documents in writing that the total coli- 
form-positive sample collected was caused by a distribution 
system deficiency in the consecutive system. 

(B) If the wholesale groundwater system source sample 
is E. coli positive, the wholesale system shall notify all con- 
secutive systems served by that groundwater source within 
twenty-four hours of being notified of the results and shall 
meet the requirements of subsection (3)(h)(v) of this section. 

(C) Any consecutive groundwater system receiving 
water from a source with an E. coli positive sample shall 
notify water system users as required under subsection 
(3)(h)(v)(B) of this section. 

(vii) An E. coli positive groundwater source sample may 
be invalidated only if one of the following conditions apply: 

(A) The system provides the department with written 
notice from the laboratory that improper sample analysis 
occurred; or 

(B) The department determines and documents in writ- 
ing that there is substantial evidence that the E. coli positive 
groundwater sample is not related to source water quality. 

(viii) If the department invalidates an E. coli positive 
groundwater source sample, the system shall collect another 
source water sample within twenty-four hours of being noti- 
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fied by the department of its invalidation decision and have 
the sample analyzed using the same analytical method. The 
department may extend the twenty-four hour time limit as 
allowed under subsection (3)(h)(iv)(A) of this section. 

(ix) Groundwater systems that fail to meet any of the 
monitoring requirements of subsection (3)(h) of this section 
shall conduct Tier 2 public notification under Part 7, Subpart 
A of this chapter. 

(i) Assessment source water monitoring. If directed by 
the department, a groundwater system shall conduct assess- 
ment source water monitoring which may include, but is not 
limited to, the collection of at least one representative 
groundwater source sample each month the source provides 
groundwater to the public, for a minimum of twelve months. 

(1) Sampling must be conducted as follows: 

(A) Source samples must be collected at a location prior 
to any treatment. If the water system's configuration does not 
allow sampling at the source itself, the department may 
approve an alternative source sampling location representa- 
tive of the source water quality. 

(B) Source samples must be at least 100 mL in size and 
must be analyzed for E. coli using one of the analytical meth- 
ods under 40 C.F.R. 141.402(c). 

(ii) A groundwater system may use a triggered source 
water sample collected under subsection (3)(h) of this section 
to meet the requirements for assessment source water moni- 
toring. 

(iii) A groundwater system with an E. coli positive 
assessment source water sample that is not invalidated under 
subsection (3)(h)(vi1) of this section, and consecutive sys- 
tems receiving water from this source shall: 

(A) Provide Tier 1 public notice under Part 7, Subpart A 
of this chapter and special notification under WAC 246-290- 
71005 (4) and (5); and 

(B) Take corrective action as required under WAC 246- 
290-453(1). 

(iv) A groundwater system that fails to conduct assess- 
ment source water monitoring as directed by the department 
shall provide Tier 2 public notice under Part 7, Subpart A of 
this chapter. 

(4) Inorganic chemical and physical. 

(a) A complete inorganic chemical and physical analysis 
((shat)) must consist of the primary and secondary chemical 
and physical ((substanees)) contaminants. 

(i) Primary chemical and physical ((substarees)) con- 
taminants are antimony, arsenic, asbestos, barium, beryllium, 
cadmium, chromium, cyanide, fluoride, mercury, nickel, 
nitrate (as N), nitrite (as N), selenium, sodium, thallium, and 
for unfiltered surface water, turbidity. (Except that the MCL 
for arsenic under WAC 246-290-310 does not apply to TNC 
systems.) 

(ii) Secondary chemical and physical ((substanees)) con- 
taminants are chloride, color, hardness, iron, manganese, spe- 
cific conductivity, silver, sulfate, total dissolved solids((*®)), 
and zinc. Total dissolved solids are required only when spe- 
cific conductivity exceeds seven hundred micromhos/centi- 


meter. 
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(b) Purveyors shall monitor for all primary and second- 
ary chemical and physical ((sabstanees)) contaminants iden- 
tified in WAC 246-290-310, Table 5 and Table 6. Samples 
((shal)) must be collected in accordance with the monitoring 
requirements referenced in 40 C.F.R. 141.23 introductory 
text, 141.23(a) through 141.23(j), and 40 C.F.R. 143.4, 
except for composite samples for systems serving less than 
three thousand three hundred one persons. For these systems, 
compositing among different systems may be allowed if the 
systems are owned or operated by a department-approved 
satellite management agency. 

(c) Samples required by this subsection ((sha#)) must be 
taken at designated locations under 40 C.F.R. 141.23(a) 
through 141.23(j), and 40 C.F.R. 143.4, and Table 4 
((hereis)) of this section. 

(i) Wellfield samples ((shaltbe)) are allowed from 
department designated wellfields; and 

(ii) Under 40 C.F.R. 141.23 (a)(3), alternate sampling 
locations may be used if approved by the department. The 
process for determining these alternate sites is described in 
department guidance. Purveyors of community and NTNC 
systems may ask the department to approve an alternate sam- 
pling location for multiple sources within a single system that 
are blended prior to entry to the distribution system. Alternate 
sampling plans ((skaĦ)) must address the following: 

(A) Source vulnerability; 

(B) Individual source characteristics; 

(C) Previous water quality information; 

(D) Status of monitoring waiver applications; and 

(E) Other information deemed necessary by the depart- 
ment. 

(d) Composite samples: 

(i) Under 40 C.F.R. 141.23 (a)(4), purveyors may ask the 
certified ((tab)) laboratory to composite samples representing 
as many as five individual samples from within one system. 
Sampling procedures and protocols are outlined in depart- 
ment guidance; and 

(ii) For systems serving a population of less than three 
thousand three hundred one, the department may approve 
composite sampling between systems when those systems are 
part of an approved satellite management agency. 

(e) When the purveyor provides treatment for one or 
more inorganic chemical or physical contaminants, the 
department may require the purveyor to sample before and 
after treatment. The department shall notify the purveyor if 
and when this additional source sampling is required. 

(f) Inorganic monitoring plans. 

(i) Purveyors of community and NTNC systems shall 
prepare an inorganic chemical monitoring plan and base rou- 
tine monitoring on the plan. 

(ii) The purveyor shall: 

(A) Keep the monitoring plan on file with the system and 
make it available to the department for inspection upon 
request; 

(B) Revise or expand the plan at any time the plan no 
longer reflects the monitoring requirements, procedures or 
sampling locations, or as directed by the department; and 

(C) Submit the plan to the department for review and 
approval when requested and as part of the water system plan 
required under WAC 246-290-100. 
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(g) Monitoring waivers. 

(i) Purveyors may request in writing, a monitoring 
waiver from the department for any nonnitrate/nitrite inor- 
ganic chemical and physical monitoring requirements identi- 
fied in this chapter. 

(ii) Purveyors requesting a monitoring waiver shall com- 
ply with applicable subsections of 40 C.F.R. 141.23 (b)(3), 
and 141.23 (c)(3). 

(iii) Purveyors shall update and resubmit requests for 
waiver renewals as applicable during each compliance cycle 
or period or more frequently as directed by the department. 

(iv) Failure to provide complete and accurate informa- 
tion in the waiver application ((shaH)) may be grounds for 
denial of the monitoring waiver. 

(h) The department may require the purveyor to repeat 
sample for confirmation of results. 

(i) Purveyors with emergency and seasonal sources shall 
monitor those sources when they are in use. 

(5) Lead and copper. Monitoring for lead and copper 
shall be conducted in accordance with 40 C.F.R. 141.86 (a) - 
(f), 141.87, and 141.88. All systems that have fewer than five 
drinking water taps used for human consumption shall collect 
at least one sample from each tap and then collect additional 
samples from those taps on different days during the monitor- 
ing period to meet the required number of samples as 
described in 40 C.F.R. 141.86(c). 

(6) Disinfection byproducts (DBP), disinfectant residu- 
als, and disinfection byproduct precursors (DBPP). Purvey- 
ors of community and NTNC systems providing water 
treated with chemical disinfectants and TNC systems using 
chlorine dioxide shall monitor as follows: 

(a) General requirements. 

(i) Systems shall collect samples during normal operat- 
ing conditions. 

(ii) All monitoring shall be conducted in accordance with 
the analytical requirements in 40 C.F.R. 141.131. 

(ili) ((Systems—may_consider_muttiple wells_drawing 
from-a-single-aquiferas-one ini 
theminimuntimberoft FHM and HAAS samplesrequred; 


€) Systems required to monitor under this subsection 
shall prepare and implement a monitoring plan in accordance 
with 40 C.F.R. 141.132(f) or 40 C.F.R. 141.622, as applica- 
ble. 

(A) Community and NTNC surface water and GWI sys- 
tems that deliver water that has been treated with a disinfec- 
tant other than ultraviolet light and serve more than three 
thousand three hundred people shall submit a monitoring 
plan to the department. 

(B) The department may require submittal of a monitor- 
ing plan from systems not specified in subsection (6)(a) 
((G¥))) (iii)(A) of this section, and may require revision of 
any monitoring plan. 

(C) Failure to monitor for TTHM, HAAS, or bromate 
will be treated as a violation for the entire period covered by 
the annual average where compliance is based on a locational 
running annual average or running annual average of 
monthly or quarterly samples or averages, as applicable. 
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(D) Failure to monitor for chlorine and chloramine resid- 
uals will be treated as a violation for the entire period covered 
by the annual average where compliance is based on a run- 
ning annual average of monthly or quarterly samples or aver- 
ages and the systems' failure to monitor makes it impossible 
to determine compliance with the MRDLs. 

(b) Disinfection byproducts - Community and NTNC 
systems only. 

(i) TTHMs and HAAS. 

(A) Systems shall monitor for TTHM and HAAS in 
accordance with 40 C.F.R. (44443246) )@)antiHhe dates 
setin-Fable 3—On and -after the -dates-setin Fable 3,the sys- 
tems shaltmontiterin accordance with 40-CFER.)) 141.620, 
141.621, and 141.622. 


((Fable3. 
PopulationServed  Reutine Moniterine Start Date! 
4+00,000-er- more Aprit 2012 
$0,000—99-999 Octobert, 2012 
49,000—49-999 October, 208 


ing-under40-CER+41-701 (a}4))) 


(B) With department approval, systems may reduce 
monitoring in accordance with ((40-C-ER+44B24bH4H 
and Git,-er)) 40 C.F.R. 141.623((-as-appleable)). 

(C) Systems on department-approved reduced monitor- 
ing schedules may be required to return to routine monitor- 
ing, or initiate increased monitoring in accordance with ((40 
CER+144482-(6}44;)) 40 C.F.R. 141.625((5)) or 40 
C.F.R. 141.627, as applicable. 

(D) ((Fhe department mayreturn-_systems_on_inereased 
monitoring te reutine- monitorine + after one-year_annual 
average_results for FFHMs and HAAS aretess than or equat 
te-0-060-me/L and 0-045 -me/L, respectively, ormonitoring 
ier ee ey below the MR ineiainE that 


seria Table 39) Systenis iust meet U ENS or 40 
C.F.R. 141.628 and 40 C.F.R. 141.625(c) to return to routine 
monitoring. 

(E) ((After-the-dates-setinFable3.)) Systems must cal- 
culate operational evaluation levels each calendar quarter and 
take action, as needed, in accordance with 40 C.F.R. 141.626. 

(F) NTNC systems serving ten thousand or more people 
and community systems must comply with the provisions of 
40 C.F.R. Subpart U - Initial Distribution System Evaluation 
under: 


40 C.F.R. 141.600 
40 C.F.R. 141.601 


General requirements. 


Standard monitoring. 
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40 C.F.R. 141.602 
40 C.F.R. 141.603 
40 C.F.R. 141.604 
40 C.F.R. 141.605 


System specific studies. 
40/30 certification. 
Very small system waivers. 


Subpart V compliance monitoring 
location recommendations. 


(ii) Chlorite - Only systems that use chlorine dioxide. 

(A) Systems using chlorine dioxide shall conduct daily 
and monthly monitoring in accordance with 40 C.F.R. 
141.132 (b)(2)(4) and additional chlorite monitoring in accor- 
dance with 40 C.F.R. 141.132 (b)(2)(ii). 

(B) With department approval, monthly monitoring may 
be reduced in accordance with 40 C.F.R. 141.132 (b)(2) 
(iii)(B). Daily monitoring at entry to distribution required by 
40 C.F.R. 141.132 (b)(2)(i)(A) may not be reduced. 

(iii) Bromate - Only systems that use ozone. 

(A) Systems using ozone for disinfection or oxidation 
must conduct bromate monitoring in accordance with 40 
C.F.R. 141.132 (b)(3)(). 

(B) With department approval, monthly bromate moni- 
toring may be reduced to once per quarter in accordance with 
40 C.F.R. 141.132 (b)(3)(ii)(B). 

(c) Disinfectant residuals. 

(1) Chlorine and chloramines. Systems that deliver water 
continuously treated with chlorine or chloramines, including 
consecutive systems, shall monitor and record the residual 
disinfectant level in the distribution system under WAC 246- 
290-300 (2)(b), 246-290-451, 246-290-664(6), or 246-290- 
694(8). 

(ii) Chlorine dioxide. Community, NTNC, or TNC sys- 
tems that use chlorine dioxide shall monitor in accordance 
with 40 C.F.R. 141.132 (c)(2) and record results. 

(d) Disinfection byproducts precursors. 

Community and NTNC surface water or GWI systems 
that use conventional filtration with sedimentation as defined 
in WAC 246-290-660(3) shall monitor under 40 C.F.R. 
141.132(d), and meet the requirements of 40 C.F.R. 141.135. 

(7) Organic chemicals. 

(a) Purveyors of community and NTNC water systems 
shall comply with monitoring requirements under 40 C.F.R. 
141.24 (fa) 48); H44:24)) O0) - (C15), 141.24 A18) - 
(19), 141.24 (f)(21), 141.24 (O93) 444244994623) 
GAHE) (h)(1) - (11), and 141.24 (h)(14) - (17). 

(b) Sampling locations shall be as defined in 40 C.F.R. 
141.24(f)((44424¢),)) and 141.24 (h). 

(i) Wellfield samples ((shalt-be)) are allowed from 
department designated wellfields; and 

(ii) Under 40 C.F.R. 141.24 (f)(3) and 141.24 (h)(3), 
alternate sampling locations may be allowed if approved by 
the department. These alternate locations are described in 
department guidance. Purveyors may ask the department to 
approve an alternate sampling location for multiple sources 
within a single system that are blended prior to entry to the 
distribution system. The alternate sampling location shall 
consider the following: 

(A) Source vulnerability; 

(B) An updated organic monitoring plan showing loca- 
tion of all sources with current and proposed sampling loca- 
tions; 


Washington State Register, Issue 21-16 


(C) Individual source characteristics; 

(D) Previous water quality information; 

(E) Status of monitoring waiver applications; and 

(F) Other information deemed necessary by the depart- 
ment. 

(c) Composite samples: 

(i) Purveyors may ask the certified lab to composite sam- 
ples representing as many as five individual samples from 
within one system. Sampling procedures and protocols are 
outlined in department guidance; 

(11) For systems serving a population of less than three 
thousand three hundred one, the department may approve 
composite sampling between systems when those systems are 
part of an approved satellite management agency. 

(d) The department may require the purveyor to sample 
both before and after treatment for one or more organic con- 
taminants. The department shall notify the purveyor if and 
when this additional source sampling is required. 

(e) Organic chemical monitoring plans. 

(i) Purveyors of community and NTNC systems shall 
prepare an organic chemical monitoring plan and base rou- 
tine monitoring on the plan. 

(ii) The purveyor shall: 

(A) Keep the monitoring plan on file with the system and 
make it available to the department for inspection upon 
request; 

(B) Revise or expand the plan at any time the plan no 
longer reflects the monitoring requirements, procedures or 
sampling locations, or as directed by the department; and 

(C) Submit the plan to the department for review and 
approval when requested and as part of the water system plan 
required under WAC 246-290-100. 
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(f) Monitoring waivers. 

(i) Purveyors may request in writing, a monitoring 
waiver from the department for any organic monitoring 
requirement ((exeeptthese relatine toanresulated VOEs)); 

(ii) Purveyors requesting a monitoring waiver shall com- 
ply with 40 C.F.R. 141.24 (f)(7), 141.24 (f)(10), 141.24 
(h)(6), and 141.24 (h)(7); 

(iii) Purveyors shall update and resubmit requests for 
waiver renewals as directed by the department; and 

(iv) Failure to provide complete and accurate informa- 
tion in the waiver application shall be grounds for denial of 
the monitoring waiver. 

(g) Purveyors with emergency and seasonal sources shall 
monitor those sources under the applicable requirements of 
this section when they are actively providing water to con- 
sumers. 

(8) Radionuclides. Monitoring for radionuclides shall be 
conducted under 40 C.F.R. 141.26. 


(9) Cryptosporidium and E. coli source monitoring. Pur- 
veyors with surface water or GWI sources shall monitor the 
sources in accordance with 40 C.F.R. 141.701 and 702. 


(10) ((Other substances: 


315, Table 9. 


(a) Purveyors shall monitor for contaminants with a SAL 
in accordance with Tables 3 and 4 of this section. Source 
sample locations and blended samples are allowed as consis- 
tent with other federally regulated organic contaminants ref- 
erenced in subsection (7)(b) of this section. 


TABLE 3 
SAL MONITORING 
Applicable Routine 
Contaminant or Group of Water System Sampling 
Contaminants Classification Initial Sampling Frequency Sampling Location 


Organic Contaminants 


Per- and polyfluoroalkyl sub- Community and 


One sample on or 


Once every three Per the locations 


stances (PFAS) 


NTNC, and if appli- | before December31, | years 


described in WAC 


cable, TNC 2025 


246-290-300 (7)(b) 
and Table 4 of this 
section 


(b) Purveyors shall monitor for the PFAS contaminants 
listed in Table 7 under WAC 246-390-075. 

(i) Purveyors, on a schedule determined by the depart- 
ment, but no later than December 31, 2025, shall complete 
initial sampling for PFAS from a sample location represent- 
ing each source as listed in Table 4 of this section. 

(ii) Initial PEAS sampling prioritization and scheduling 
is based on the following criteria: 

(A) Susceptibility of the source water to contamination 
by surface activities due to physical attributes of the source; 

(B) Vulnerability of the source water to PFAS contami- 
nation; and 

(C) Population served. 


(iii) Purveyors of TNC systems determined by the 
department to be at risk of PFAS contamination due to prox- 
imity of the system's water supply to known PFAS contami- 
nation shall collect a sample for analysis as directed by the 
department and, if detected, comply with the follow-up 
requirements under WAC 246-290-320(8). 


(c) Analytical results for contaminants or groups of con- 
taminants listed in Table 3 of this section reported prior to 
January 1, 2023, that meet the SDRL and requirements estab- 
lished in chapter 246-390 WAC with the effective date of 
January 1, 2022, or later may be used to comply with the ini- 
tial PFAS monitoring requirement in this chapter. 
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(d) For sources that become active after January 1, 2022, 
purveyors shall perform the required monitoring as part of 
the source approval process under WAC 246-290-130. 

(e) The department may require a confirmation sample. 
If a confirmation sample is required by the department, the 
result will be averaged with the first sampling result and the 
average is used as the final result. The department has the dis- 
cretion to delete results of obvious sampling errors from this 
calculation. 

(£) After completing initial sampling as described in 
Table 3 of this section, each source must be monitored as fol- 
lows: 

(i) For sources with organic results less than the SDRL, 
purveyors shall begin routine monitoring as described in 
Table 3 of this section, unless a monitoring waiver is granted 
by the department under (h) of this subsection. 

(ii) For sources with organic detections equal to or 
greater than the SDRL, purveyors shall conduct follow-up 
monitoring under WAC 246-290-320(8). 


(iii) For sources with inorganic detections below the 
SAL, purveyors shall monitor as identified in subsection (4) 


of this section. 
(iv) For sources with inorganic detections above the 


SAL, purveyors shall conduct follow-up monitoring under 
WAC 246-290-320(9). 

(g) For public water systems required to sample for 
PFAS under EPA's fifth Unregulated Contaminant Monitor- 
ing Rule (UCMRS), if the minimum reporting limits are less 
than fifty percent of any SAL, the department shall accept 
data that has been accepted by EPA under UCMRS for the 
purposes of meeting initial monitoring requirements under 
WAC 246-290-300. Public water systems required to sample 
for PFAS shall submit all results to the department to be con- 
sidered in compliance with the initial monitoring require- 
ments. 

(i) If the minimum reporting limit for a result is greater 
than twenty percent of any SAL, but the result is reported as 
a nondetect, then follow-up monitoring per WAC 246-290- 
320 will not be required. 

(ii) If a detection is reported below the minimum detec- 
tion limit and is greater than twenty percent of a SAL, then 
one additional quarter of follow-up monitoring will be 
required per WAC 246-290-320 (8)(b). 

(h) Monitoring waivers for contaminants with a SAL. 

(i) The department may grant a waiver for SAL monitor- 
ing requirements identified in this chapter. 

(ii) As a condition of the waiver, the department may 
require a purveyor take a minimum of one sample per source 
while the waiver is effective. 

(11) Other contaminants. On the basis of public health 
concerns, the department may require a purveyor to monitor 
for additional contaminants. 


TABLE 4 
MONITORING LOCATION 
Sample Type Sample Location 
Asbestos One sample from distribution 


system or if required by depart- 
ment, from the source. 
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Sample Type Sample Location 

Bacteriological From representative points 
throughout distribution system. 

Cryptosporidium and E. Under 40 C.F.R. 141.703. 


coli (Source Water) - WAC 
246-290-630(16) 


Complete Inorganic 
Chemical & Physical 


Lead/Copper 


Nitrate/Nitrite 


Disinfection Byproducts - 
TTHMs and HAAS - WAC 
246-290-300(6) 
Disinfection Byproducts - 
TTHMs and HAAS - WAC 
246-290-300(6) 
Disinfection Byproducts - 
Chlorite (Systems adding 
chlorine dioxide) 
Disinfection Byproducts - 
Bromate (Systems adding 
ozone) 

Disinfectant Residuals - 
Chlorine and Chloramines 
Disinfectant Residuals - 
Chlorine dioxide 
Disinfection Precursors - 
Total Organic Carbon (TOC) 
Disinfection Precursors - 
Bromide (Systems using 
ozone) 


Radionuclides 


Organic Chemicals 
(VOCs ((&)), SOCs, & 
PFAS) 


((Other-Substances-Canregu- 
lated chemicals} 


From a point representative of 
the source, after treatment, and 
prior to entry to the distribution 
system. 


From the distribution system at 
targeted sample tap locations. 


From a point representative of 
the source, after treatment, and 
prior to entry to the distribution 
system. 


Under 40 C.F.R. 141.132 (b)(1) 
(Subpart L of the C.F.R.). 


Under 40 C.F.R. 141.600 - 629 
(IDSE and LRAA in Subparts 
U and V of the C.F.R.). 

Under 40 C.F.R. 141.132 
(b)(2). 


Under 40 C.F.R. 141.132 
(b)(3). 


Under 40 C.F.R. 141.132 
(c)(1). 

Under 40 C.F.R. 141.132 
(c)(2). 

Under 40 C.F.R. 141.132(d). 


From the source before treat- 
ment. 


From a point representative of 
the source, after treatment and 
prior to entry to distribution 
system. 


From a point representative of 
the source, after treatment and 
prior to entry to distribution 
system. 
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Sample Type Sample Location 


Other contaminants without a As directed by the department. 
MCL, MRDL, TT or SAL 


AMENDATORY SECTION (Amending WSR 17-01-062, 
filed 12/14/16, effective 1/14/17) 


WAC 246-290-310 Maximum contaminant levels 
(MCLs) and maximum residual disinfectant levels 
(MRDLs). (1) General. 

(a) The purveyor shall be responsible for complying with 
the standards of water quality identified in this section. If a 
((substanee)) contaminant exceeds its MCL or its maximum 
residual disinfectant level (MRDL), the purveyor shall take 
follow-up action under WAC 246-290-320. 

(b) When enforcing the standards described under this 
section, the department shall enforce compliance with the pri- 
mary standards as its first priority. 

(2) Bacteriological. 

(a) An E. coli MCL under this subsection is considered a 
primary standard. 

(b) E. coli MCL. An E. coli MCL violation occurs each 
month in which a system is required to monitor for total coli- 
forms when there is: 

(i) E. coli presence in a repeat sample following a total 
coliform presence routine sample; 

(ii) Total coliform presence in any repeat samples col- 
lected as a follow-up to a sample with E. coli presence; 

(iii) The system fails to take all required repeat samples 
following an E. coli presence routine sample; or 

(iv) The system fails to test for E. coli when any repeat 
samples test positive for total coliform. 

(Nete: eae ; 
ae Pere os anes $ ae non Tequemenis i Ear 
Subpar+of ias chepe ang > 

(3) Inorganic chemical and physical. 

(a) The primary and secondary ((M€&s)) standards are 
listed in Tables 5 and 6 of this section: 


TABLE 5 
INORGANIC CHEMICAL CHARACTERISTICS 
((Substance)) Con- Primary 
taminant MCLs (mg/L) 
Antimony (Sb) 0.006 
Arsenic (As) 0.010* 
Asbestos 7 million fibers/liter 
(longer than 10 
microns) 
Barium (Ba) 2.0 
Beryllium (Be) 0.004 
Cadmium (Cd) 0.005 
Chromium (Cr) 0.1 
Copper (Cu) ae 
Cyanide ((HEN))) 0.2 
(CN) 
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Fluoride (F) 4.0*** 
Lead (Pb) ve 
Mercury (Hg) 0.002 
((NiekeH {Ni} 0-4) 
Nitrate (as N) 10.0 
Nitrite (as N) 1.0 
Selenium (Se) 0.05 
Sodium (Na) zki 
Thallium (TI) 0.002 
((Substance)) Secondary MCLs (mg/L) 
Contaminant 
Chloride (Cl) 250.0 
Fluoride (F) 2.0*** 
Iron (Fe) 0.3 
Manganese (Mn) 0.05 
Silver (Ag) 0.1 
Sulfate (S04) 250.0 
Zinc (Zn) 5.0 
Note* Does not apply to TNC systems. 
Note** Although the state board of health has not established MCLs 


for copper, lead, and sodium, there is sufficient public health 
significance connected with copper, lead, and sodium levels 
to require inclusion in inorganic chemical and physical 
source monitoring. For lead and copper, the EPA has estab- 
lished distribution system related levels at which a system is 
required to consider corrosion control. These levels, called 
"action levels," are 0.015 mg/L for lead and 1.3 mg/L for 
copper and are applied to the highest concentration in ten 
percent of all samples collected from the distribution system. 
The EPA has also established a recommended level of twenty 
mg/L for sodium as a level of concern for those consumers 
that may be restricted for daily sodium intake in their diets. 


Note*** Ifa water system provides community fluoridation, the level 
of fluoride and associated requirements are set under WAC 
246-290-460. 


TABLE 6 
PHYSICAL CHARACTERISTICS 


((Sebstanee)) Contaminant Secondary MCLs 
Color 15 Color Units 
Specific Conductivity 700 umhos/cm 
Total Dissolved Solids (TDS) 500 mg/L 


(b) Compliance with the MCLs, except for nitrate and 
nitrite, in this subsection is determined by a running annual 
average at each sampling point. The system will not be con- 
sidered in violation of the MCL until it has completed one 
year of quarterly sampling and at least one sampling point is 
in violation of the MCL. If one sampling point is in violation 
of the MCL, the system is in violation of the MCL. 

(i) If any sample will cause the running annual average 
to exceed the MCL at any sampling point, the system is out of 
compliance with the MCL immediately. 
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(ii) If a system fails to collect the required number of 
samples, compliance will be based on the total number of 
samples collected. 

(iii) Ifa sample result is less than the detection limit, zero 
will be used to calculate the running annual average. 

(c) Compliance with the MCLs for nitrate and nitrite is 
determined based on one sample if the levels of these con- 
taminants are below the MCLs as determined under Table 5 
of this section. If the levels of nitrate or nitrite exceed the 
MCLs in the initial sample, a confirmation sample is required 
under 40 C.F.R. 141.23 (f)(2), and compliance shall be deter- 
mined based on the average of the initial and confirmation 
samples. 

(4) Disinfection byproducts. 

(a) The department shall consider standards under this 
subsection as primary standards. The MCLs in this subsec- 
tion apply to monitoring required by WAC 246-290-300(6) 
and 40 C.F.R. 141.620 - 629. 

(b) The MCLs for disinfection byproducts are as follows: 


TABLE 7 
DISINFECTION BYPRODUCTS 
Disinfection Byproduct MCL (mg/L) 
Total Trihalomethanes (TTHMs) 0.080 
Haloacetic acids (five) (HAAS) 0.060 
Bromate 0.010 
Chlorite 1.0 


(c) Whether a system has exceeded the disinfection 
byproduct MCLs shall be determined in accordance with 40 
C.F.R. 141.133. Beginning on the dates specified for compli- 
ance in 40 C.F.R. 141.620(c), compliance with the TTHMs 
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and HAAS MCLs shall be based on the LRAAs as required 
by 40 C.F.R. 141.64 (b)(2) and 40 C.F.R. 141.620(d). Com- 
pliance with the bromate and chlorite MCL will continue to 
be determined in accordance with 40 C.F.R. 141.133. 

(5) Disinfectant residuals. 

(a) The department shall consider standards under this 
subsection primary standards. The MRDLs in this subsection 
apply to monitoring required by WAC 246-290-300(6). 

(b) The MRDL for disinfectants is as follows: 


TABLE 8 
DISINFECTANT RESIDUAL MRDLs 


Disinfectant Residual MRDL (mg/L) 
Chlorine 4.0 (as C13) 
Chloramines 4.0 (as C12) 
Chlorine Dioxide 0.8 (as C105) 


(c) Whether a system has exceeded MRDLs shall be 
determined in accordance with 40 C.F.R. 141.133. 

(6) Radionuclides. 

(a) The department shall consider standards under this 
subsection primary standards. 

(b) The MCLs for radium-226 and radium-228, gross 
alpha particle activity, beta particle and photon radioactivity, 
and uranium shall be as listed in 40 C.F.R. 141.66. 

(7) Organic chemicals. 

(a) The department shall consider standards under this 
subsection primary standards. 

(b) VOCs. 

(i) The MCLs for VOCs ((shat}-be-astisted in 40-CER. 
+446H+a)-)) are as follows: 


Chemical Abstract Service 

Contaminant (CAS) Number MCL (ppb 
Vinyl chloride 75-01-4 2 
Benzene 71-43-2 5 
Carbon tetrachloride 56-23-5 5 
1,2-Dichloroethane 107-06-2 5 
Trichloroethylene 79-01-6 5 
para-Dichlorobenzene 106-46-7 75 
1,1-Dichloroethylene 75-35-4 vi 
1,1,1-Trichloroethane 71-55-6 200 
cis-1,2-Dichloroethylene 156-59-2 70 
1,2-Dichloropropane 78-87-5 5 
Ethylbenzene 100-41-4 700 
Monochlorobenzene 108-90-7 100 
o-Dichlorobenzene 95-50-1 600 
Styrene 100-42-5 100 
Trichloroethane 127-18-4 5 
Toluene 108-88-3 1,000 
trans-1,2-Dichloroethylene 156-60-5 100 
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Chemical Abstract Service 
Contaminant (CAS) Number MCL (ppb 
Xylenes (total) 1330-20-7 10,000 
Dichloromethane 75-09-2 5 
1,2,.4-Trichlorobenzene 120-82-1 70 
1,1,2-Trichloroethane 79-00-5 5 


(ii) The department shall determine compliance with this 
subsection based on compliance with 40 C.F.R. 141.24(f). 

(c) SOCs. 

(i) MCLs for SOCs shall be as listed in 40 C.F.R. 
141.61(c). 

(ii) The department shall determine compliance with this 
subsection based on compliance with 40 C.F.R. 141.24(h). 

(8) Other ((chemieats)) contaminants. 

((€a))) The state board of health shall determine ((max+- 
mrum-eentaminanttevels)) state MCLs for any additional 
((substances- 


(b) Purveyors-may be directed by the departmentte-com- 
phowith state- advisory tevels SAEs) for contaminants that 
de-nethave-aMCE established +n - chapter 246290 WAG- 
SAEs-shall be: 

)-MCEs-that have -been_promulgated by the EPA but 
which have net yet been adepted bythe state board of health: 


OF 


)-State-beardof health adopted tevels_for-substances 
recommended_by the department and net having an EPA 
ese aee er I a ERE Sonu te 


beesie emd OF hea kand iioa a) contaminants as 
described in WAC 246-290-315 (5) through (8). 


NEW SECTION 


WAC 246-290-315 State action levels (SALs) and 
state maximum contaminant levels (MCLs). (1) The 
department shall consider the following criteria to select a 
contaminant for developing a SAL: 

(a) Drinking water contributes to human exposure to the 
contaminant. 

(b) The contaminant is known or likely to occur in public 
water systems at levels of public health concern. Sources of 
occurrence information include, but are not limited to: 

(i) Washington state department of agriculture; 

(ii) Washington state department of ecology; and 

(iii) Monitoring results reported in accordance with 40 
C.F.R. 141.35. 

(c) The contaminant has a possible adverse effect on the 
health of persons exposed based on peer-reviewed scientific 
literature or government publications, such as: 

(i) An EPA health assessment such as an Integrated Risk 
Information System assessment; 

(ii) Agency for Toxic Substances and Disease Registry 
toxicological profiles; 

(iii) State government science assessment; and 

(iv) EPA guidelines for exposure assessment such as the 
EPA exposure factors handbook. 


(d) A certified drinking water lab can accurately and pre- 
cisely measure the concentration of the contaminant in drink- 
ing water at and below the level of public health concern 
using EPA-approved analytical methods. 

(2) After consideration of the criteria in subsection (1) of 
this section, the department may develop a SAL based on the 
following: 

(a) Evaluation of available peer-reviewed scientific liter- 
ature and government publications on fate, transport, expo- 
sure, toxicity and health impacts of the contaminant and rele- 
vant metabolites; 

(b) An assessment based on the most sensitive adverse 
effect deemed relevant to humans and considering suscepti- 
bility and unique exposures of the most sensitive subgroup 
such as pregnant women, fetuses, young children, or overbur- 
dened and underserved communities; and 

(c) Technical limitations to achieving the SAL such as 
insufficient analytical detection limit achievable at certified 
drinking water laboratories. 

(3) The state board of health shall consider the depart- 
ment's findings under subsections (1) and (2) of this section 
when considering adopting a SAL under this chapter. 

(4) Contaminants with a SAL. 

(a) Ifa SAL under Table 9 of this section is exceeded, the 
purveyor shall take follow-up action as required under WAC 
246-290-320. For contaminants where the SAL exceedance 
is determined based upon an RAA, the RAA will be calcu- 
lated consistent with other organic contaminants per WAC 
246-290-320(6) or other inorganic contaminants per WAC 
246-290-320(3). 


TABLE 9 
STATE ACTION LEVELS 
Contaminant or 
Group of SAL Exceedance 
Contaminants SAL Based On: 
Per- and polyfluoroalkyl substances (PFAS) 
PFOA 10 ng/L Confirmed detection 
PFOS 15 ng/L Confirmed detection 
PFHxS 65 ng/L Confirmed detection 
PFNA 9 ng/L Confirmed detection 
PFBS 345 ng/L | Confirmed detection 


(b) Ifa system fails to collect and submit a confirmation 
sample to a certified lab within ten business days of notifica- 
tion of the sample results, or as required by the department, 
the results of the original sample will be used to determine 
compliance with the SAL. 

(5) The department shall consider the following when 
developing a state MCL: 
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(a) The criteria in subsection (1) of this section; 

(b) Whether regulating the contaminant presents a mean- 
ingful opportunity to reduce exposures of public health con- 
cern for persons served by public water systems; 

(c) The need for an enforceable limit to achieve uniform 
public health protection in Group A public water systems; 
and 

(d) The need for an enforceable limit to support source 
water investigation and clean-up of a contaminant in drinking 
water supplies by responsible parties. 

(6) In addition to the requirements in subsection (5) of 
this section, the department shall: 

(a) Meet the requirements of subsection (2) of this sec- 
tion; 

(b) Comply with the requirements in RCW 70A.130.010 
to establish standards for chemical contaminants in drinking 
water; 

(c) Consider the best available treatment technologies 
and affordability taking into consideration the costs to small 
water systems; and 

(d) Determine that the probable benefits of the rule are 
greater than its probable costs, taking into account both the 
qualitative and quantitative benefits and costs. 

(7) The state board of health shall consider the depart- 
ment's findings under subsections (5) and (6) of this section 
and follow the requirements under chapters 34.05 and 19.85 
RCW when adopting a state MCL under this chapter. 

(8) Upon federal adoption of an MCL, the federal MCL 
will supersede a SAL or a less stringent state MCL, and the 
associated requirements, including for monitoring and public 
notice. If the federally adopted MCL is less stringent than a 
SAL or state MCL, the board may take one of the following 
actions: 

(a) Adopt the federal MCL; or 

(b) Adopt a state MCL, at least as stringent as the federal 
MCL, using the process in subsections (6) and (7) of this sec- 
tion. 


AMENDATORY SECTION (Amending WSR 17-01-062, 
filed 12/14/16, effective 1/14/17) 


WAC 246-290-320 Follow-up action. (1) General. 

(a) When an MCL or MRDL violation or SAL exceed- 
ance occurs, the purveyor shall take follow-up action as 
described in this section. 

(b) When a primary standard violation occurs((;)) the 
purveyor shall: 

(i) Notify the department under WAC 246-290-480; 

(ii) Notify the consumers served by the system and the 
owner or operator of any consecutive system served in accor- 
dance with 40 C.F.R. 141.201 through 208, and Part 7, Sub- 
part A of this chapter; 

(iii) ((Betermine)) Investigate the cause of the contami- 
nation, within the purveyor's control; and 

(iv) Take action as directed by the department. 

(c) When a secondary standard violation occurs, the pur- 
veyor shall notify the department and take action as directed 
by the department. 

(d) When a SAL exceedance under WAC 246-290-315 
occurs, the purveyor shall: 
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(i) Notify the department in accordance with WAC 246- 
290-480; 

(ii) Notify water system users and the owner or operator 
of any consecutive system served water in exceedance of the 
SAL in accordance with WAC 246-290-71006: 

(iii) Continue monitoring in accordance with subsection 
(8) or (9) of this section, as applicable; 

(iv) Investigate the cause of the contamination within the 
purveyor's control; and 

(v) Take action as directed by the department. 

(e) The department may require additional sampling for 
confirmation of results. 

(2) Bacteriological. Coliform treatment technique trig- 
gers and assessment requirements for protection against 
potential fecal contamination. 

(a) Treatment technique triggers. Systems shall conduct 
assessments in accordance with (b) of this subsection after 
exceeding treatment technique triggers as follows: 

(i) Level 1 treatment technique triggers. 

(A) For systems taking forty or more routine samples per 
month, the system exceeds 5.0 percent total coliform-positive 
samples for the month. 

(B) For systems taking fewer than forty routine samples 
per month, the system has two or more total coliform-positive 
samples in the same month. 

(C) The system fails to take every required repeat sample 
after any single total coliform-positive routine sample. 

(ii) Level 2 treatment technique triggers. 

(A) An £. coli MCL violation, as specified in WAC 246- 
290-310 (2)(b). 

(B) A second level 1 treatment technique trigger as 
defined in (a)(i) of this subsection within a rolling twelve- 
month period, unless the department has determined a likely 
reason that the samples that caused the first level 1 treatment 
technique trigger were total coliform-positive and has estab- 
lished that the system has corrected the problem. 

(b) Requirements for assessments. 

(i) Systems shall conduct level 1 and 2 assessments to 
identify the possible presence of sanitary defects and defects 
in distribution system coliform monitoring practices. Level 1 
assessments must be conducted by the system operator or 
purveyor. Level 2 assessments must be conducted by the 
department or a party approved by the department which may 
include the system operator. 

(ii) When conducting assessments, systems shall direct 
the assessor to evaluate minimum elements that include: 

(A) Review and identification of atypical events that 
could affect distributed water quality or indicate that distrib- 
uted water quality was impaired; 

(B) Changes in distribution operation and maintenance 
that could affect distributed water quality, including water 
storage; 

(C) Source and treatment considerations that bear on dis- 
tributed water quality, where appropriate. For example, 
whether or not a groundwater system is disinfected; 

(D) Existing water quality monitoring data; 

(E) Inadequacies in sample sites, sampling protocol, and 
sample processing; and 

(F) The system shall conduct the assessment consistent 
with any department directives that tailor specific assessment 
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elements with respect to the size and type of the system and 
the size, type, and characteristics of the distribution system. 

(iii) Level 1 assessments. A system shall conduct a level 
1 assessment consistent with the requirements in subsection 
(2)(b) of this section if the system exceeds one of the treat- 
ment technique triggers in (a)(1) of this subsection. 

(A) The system shall complete a level 1 assessment as 
soon as practical after any treatment technique trigger is met 
in (a)(i) of this subsection. The completed assessment must 
describe sanitary defects detected, corrective actions com- 
pleted, and a proposed timetable for any corrective actions 
not already completed. The assessment may also note that no 
sanitary defects were identified. The system shall submit the 
completed level 1 assessment to the department within thirty 
days after the system learns that it has exceeded a treatment 
technique trigger. 

(B) Upon completion and submission of the level 1 
assessment by the system, the department shall determine if 
the system has identified a likely cause for the level 1 treat- 
ment technique trigger and has corrected the problem. If the 
system has not corrected the problem, the department shall 
determine if the proposed timetable for corrective action is 
sufficient. 

(C) If after reviewing the completed level 1 assessment, 
the department determines the assessment is not sufficient, 
including any proposed timetable for any corrective actions 
not already completed, the department may require the sys- 
tem to submit a revised assessment to the department within 
thirty days from the date of department notification. 

(iv) Level 2 assessments. A system shall conduct a level 
2 assessment consistent with requirements in subsection 
(2)(b) of this section if the system exceeds one of the treat- 
ment technique triggers in (a)(ii) of this subsection. The sys- 
tem shall comply with any expedited actions or additional 
actions required by the department in the case of an E. coli 
MCL violation. 

(A) A level 2 assessment must be conducted as soon as 
practical after any treatment technique trigger in (a)(ii) of this 
subsection and shall be conducted by either a water distribu- 
tion manager 2, 3, or 4 certified in accordance with chapter 
246-292 WAC, a licensed professional engineer that meets 
the requirements of WAC 246-290-040(1), a local health 
jurisdiction, or the department. The system shall submit a 
completed level 2 assessment to the department within thirty 
days after the system learns that it has exceeded a treatment 
technique trigger. The completed assessment must describe 
sanitary defects detected, corrective actions completed, and a 
proposed timetable for any corrective actions not already 
completed in accordance with (d) of this subsection. The 
assessment may also note that no sanitary defects were iden- 
tified. 

(B) Upon completion and submission of the level 2 
assessment by the system, the department shall determine if 
the system has identified a likely cause for the level 2 treat- 
ment technique trigger and has corrected the problem. If the 
system has not corrected the problem, the department shall 
determine if the proposed timetable for corrective action is 
sufficient. 

(C) If after reviewing the submitted level 2 assessment, 
the department determines the assessment is not sufficient, 
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including any proposed timetable for any corrective actions 
not already completed in accordance with (d) of this subsec- 
tion, the department may require the system to submit a 
revised assessment within thirty days from the date of depart- 
ment notification. 

(c) To achieve compliance with the MCL for E. coli 
under WAC 246-290-310 (2)(b), the following are identified 
as the best technology, treatment techniques, or other means 
available: 

(i) Protection of wells from fecal contamination by 
appropriate placement and construction; 

(ii) Maintenance of a disinfectant residual throughout the 
distribution system; 

(iii) Proper maintenance of the distribution system 
including appropriate pipe replacement and repair proce- 
dures, main flushing programs, proper operation and mainte- 
nance of storage tanks and reservoirs, cross-connection con- 
trol, and continual maintenance of positive water pressure in 
all parts of the distribution system; 

(iv) Filtration, disinfection, or both, of surface water, 
using the proper strength of oxidants such as chlorine, chlo- 
rine dioxide, or ozone; and 

(v) For systems using groundwater, compliance with a 
wellhead protection program developed and implemented 
under WAC 246-290-135(3). 

(d) Corrective action. Systems shall correct sanitary 
defects found through either a level 1 or level 2 assessment 
conducted under (b) of this subsection. For corrections not 
completed by the time of submission of the assessment to the 
department, the system shall complete the corrective actions 
in compliance with a timetable approved by the department 
in consultation with the system under (e) of this subsection. 
The system shall notify the department when each scheduled 
corrective action is completed. 

(e) Consultation. At any time during the assessment or 
corrective action phase, the water system may request a con- 
sultation with the department to determine the appropriate 
actions to be taken. The system may consult with the depart- 
ment on all relevant information that may impact the system's 
ability to comply with the requirements of subsection (2) of 
this section, including the method of accomplishment, an 
appropriate time frame, and other relevant information. 

(f) A treatment technique violation occurs when a system 
exceeds a treatment technique trigger specified in subsection 
(2)(a) of this section and then fails to conduct the required 
assessment or complete corrective actions within the time 
frame specified in subsection (2)(b) and (d) of this section. 

(3) Inorganic chemical and physical follow-up monitor- 
ing shall be conducted in accordance with the following: 

(a) For nonnitrate/nitrite primary inorganic chemicals, 
40 C.F.R. 141.23 (a)(4), 141.23 (b)(8), 141.23 (c)(7), 141.23 
(c)(9), 141.23 (f)\(1), 141.23(g), 141.23(m) and 141.23(n); 

(b) For nitrate, 40 C.F.R. 141.23 (a)(4), 141.23 (d)(2), 
141.23 (d)(3), 141.23 (f(2), 141.23(g), 141.23(m), 141.23 
(n), and 141.23(0); 

(c) For nitrite, 40 C.F.R. 141.23 (a)(4), 141.23 (e)(3), 
141.23 (f)(2), and 141.23(g); or 

(d) The purveyor of any public water system providing 
service that has secondary inorganic MCL exceedances shall 
take follow-up action as required by the department. Follow- 
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up action shall be commensurate with the degree of consumer 
acceptance of the water quality and their willingness to bear 
the costs of meeting the secondary standard. For new com- 
munity water systems and new nontransient noncommunity 
water systems without active consumers, treatment for sec- 
ondary contaminant MCL exceedances will be required. 

(4) Lead and copper follow-up monitoring shall be con- 
ducted in accordance with 40 C.F.R. 141.85(c), 141.86 
(d)(2), 141.86 (d)(3), 141.87(c), 141.87(d) and 141.88(b) 
through 141.88(d). 

(5) Turbidity. 

Purveyors monitoring turbidity in accordance with Part 6 
of this chapter shall provide follow-up under WAC 246-290- 
634. 

(6) Organic chemicals. Follow-up monitoring shall be 
conducted in accordance with the following: 

(a) For VOCs, 40 C.F.R. 141.24 (f)(11) through 141.24 
(f)(15), and 141.24 (f)(22); or 

(b) For SOCs, 40 C.F.R. ((44424(6)-44:24fe}-2nd)) 
141.24 (h)(7) through 141.24 (h)(11), and 141.24 (h)(20). 

(7) Radionuclide follow-up monitoring shall be con- 
ducted under 40 C.F.R. 141.26 (a)(2)(iv), 141.26 (a)(3)(ii) 
through (v), 141.26 (a)(4), 141.26 (b)(6), and 141.26 (c)(5). 

(8) Organic contaminants with a SAL. 

(a) All increased monitoring for organic contaminants 
will be for the test panel on which the contaminant is listed in 
WAC 246-390-075. 

(b) The purveyor shall monitor quarterly as shown in 
Table 10 of this section. The number of samples required in 
the three quarters after the first detection will be determined 
based on the highest detection in the year of monitoring. For 
public water systems required to sample for PFAS under the 
federal Unregulated Contaminant Monitoring Rule 5 


(UCMRS), if a detection is reported below the minimum 


detection limit per UCMRS and is greater than twenty per- 
cent of a SAL, then one additional quarter of follow-up mon- 
itoring is required. The samples must be taken: 

(i) Beginning in the calendar quarter following the first 
confirmed detection per WAC 246-290-315 (4)(b); and 

(ii) At each sampling point from which the result was 
equal to or greater than the SDRL under chapter 246-390 


WAC. 


TABLE 10 
MONITORING REQUIREMENTS FOLLOWING THE FIRST 
DETECTION OF AN ORGANIC CONTAMINANT WITH A SAL 


Total number of additional 
consecutive quarters. 


If the highest detection in 
the first year is: 


< 20% of the SAL. 1 
> 20% but < 80% of the 2 
SAL. 

> 80% ofthe SAL. 3 


(c) Ongoing monitoring is specified in Table 11 of this 
section, or as directed by the department. Ongoing monitor- 
ing is based upon the results of samples collected in the most 
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TABLE 11 


ONGOING MONITORING REQUIREMENTS FOR SOURCES WITH 
ORGANIC CONTAMINANTS WITH A SAL 


If highest detection being 
considered is: 


<20% ofthe SAL. 


> 20% but < 80% of the 
SAL. 


> 80% of the SAL. 


Monitoring frequency: 


Every 3 years 
Annually 


1. Quarterly, if contaminant 
is Tier 1, or Tier 2 and bioac- 
cumulative per Table 17 in 
WAC 246-290-71006. 


2. Annually if the contami- 
nant is Tier 2 and not bioac- 
cumulative per Table 17 in 
WAC 246-290-71006. 


(d) When the monitoring frequency is less often than 
quarterly, the purveyor shall collect samples during the quar- 
ter assigned by the department. 

(e) The department may reduce the annual monitoring 
frequency to one sample every three years after three consec- 
utive years of results that demonstrate the levels are less than 
eighty percent of the SAL. 

(f) The department_may increase the monitoring fre- 
quency from once every year or once every three years to 
once every quarter if results of reduced monitoring are equal 
to or greater than eighty percent of the SAL. 

(9) Inorganic contaminants with a SAL. 

(a) The purveyor shall collect quarterly samples at each 
sampling point beginning in the quarter following a detection 
greater than the SAL under Table 9 of this section. Increased 
monitoring for inorganic contaminants will be for a specific 
contaminant which is detected above the SAL. 

(b) The department may reduce the quarterly monitoring 
frequency when results are reliably and consistently below 
the SAL. When the monitoring frequency is less often than 
quarterly, the purveyor shall collect samples during the quar- 
ter assigned by the department. 

(10) If a contaminant has no MCL, MRDL, TT, or SAL, 
the department may use an EPA health advisory level to 
determine subsequent monitoring per this section. 

(11) The department shall determine the purveyor's fol- 
low-up action when a ((substanee)) contaminant not included 
in this chapter is detected. 


AMENDATORY SECTION (Amending WSR 17-01-062, 
filed 12/14/16, effective 1/14/17) 


WAC 246-290-415 Operations and maintenance. (1) 
The purveyor shall ((easurethat)) operate the system ((#s 
eperated)) in accordance with the operations and mainte- 
nance program as established in the approved water system 
plan required under WAC 246-290-100 or the small water 
system management program under WAC 246-290-105. 

(2) The operations and maintenance program ((ska})) 


recent year of monitoring, or the most recent result for sam- 
ples collected less frequently than annually. 


Proposed 


must include the following elements as applicable: 
(a) Water system management and personnel; 
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(b) Operator certification; 

(c) Comprehensive monitoring plan for all contaminants 
under WAC 246-290-300; 

(d) Emergency response program; 

(e) Cross-connection control program; and 

(f) Maintenance of service reliability in accordance with 
WAC 246-290-420. 

(3) Seasonal system startup. 

(a) Seasonal systems shall submit a start-up procedure to 
the department for review and approval. 

(b) Seasonal systems shall certify in accordance with 
WAC 246-290-480 (2)(f)(ii) that a department-approved 
start-up procedure, which may include a requirement for 
start-up sampling, was completed prior to serving water to 
the public. 

(c) A treatment technique violation occurs when a sea- 
sonal system fails to complete a department-approved start- 
up procedure prior to serving water to the public. 

(4) The purveyor shall ((easurethatthe-systenis-oper- 
ated)) operate the system in accordance with good operations 
procedures such as those available in texts, handbooks, and 
manuals available from the following sources: 

(a) American Water Works Association (AWWA); 

(b) American Society of Civil Engineers (ASCE); 

(c) Ontario Ministry of the Environment; 

(d) The Chlorine Institute; 

(e) California State University; 

(f) Health Research Inc.; and 

(g) Any other standards acceptable to the department. 

(5) ((Fhe-purveyershal net establish)) Establishing or 
((maintain)) maintaining a bypass to divert water around any 
feature of a treatment process is prohibited, except ((by)) 
with written approval from the department. 

(6) The purveyor shall take preventive or corrective 
action as directed by the department when results of an 
inspection conducted by the department indicate conditions 
which are currently or may become a detriment to system 
operation. 

(7) The purveyor of a system using surface water or GWI 
shall meet operational requirements specified in Part 6 of this 
chapter. 

(8) The purveyor shall have a certified operator if 
required under chapter ((70-H9)) 70A.120 RCW and chapter 
246-292 WAC. 

(9) The purveyor shall at all times employ reasonable 
security measures to assure the raw water intake facilities, 
water treatment processes, water storage facilities, and the 
distribution system are protected from possible damage or 
compromise by unauthorized persons, animals, vegetation, or 
similar intruding agents. Such measures include elements 
such as locks on hatches, fencing of facilities, screening of 
reservoir vents or openings, and other recommendations as 
may be found in the current edition of the Recommended 
Standards for Water Works, A Committee Report of the Great 
Lakes - Upper Mississippi River Board of State Public Health 
and Environmental Managers. 

(10) All purveyors utilizing groundwater wells shall 
monitor well levels from ground level to the static water level 
on a seasonal basis, including low demand and high demand 
periods, to document the continuing availability of the source 
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to meet projected, long-term demands. Purveyors shall main- 
tain this data and provide it to the department upon request. 

(11) All operation and maintenance practices ((skaH)) 
must conform to Part 5 of this chapter. 


AMENDATORY SECTION (Amending WSR 17-01-062, 
filed 12/14/16, effective 1/14/17) 


WAC 246-290-453 Corrective action under the 
GWR. (1) Groundwater systems with significant deficiencies 
identified under WAC 246-290-416, or source fecal contam- 
ination as determined under WAC ((246-290-320- @Qige) 
(C}-0r246-290-300-3)(e}, or-as-_directed by: 
under WAC 246-290-320 Q}{gjA}B})) 246-290-300 (3)(h) 
must: 

(a) Take one or more of the following corrective actions: 

(i) Correct all significant deficiencies; 

(ii) Provide an alternate source of water; 

(iii) Eliminate the source of contamination; or 

(iv) Provide treatment that reliably achieves at least 4- 
log treatment of viruses (using inactivation, removal, or a 
department-approved combination of 4-log virus inactivation 
and removal) before or at the first customer for the ground- 
water source. 

(b) Consult with the department regarding appropriate 
corrective action within thirty days unless otherwise directed 
by the department to implement a specific corrective action. 

(c) Complete corrective action as directed by the depart- 
ment or be in compliance with an approved corrective action 
plan within one hundred twenty days (or earlier if directed by 
the department) of receiving written notice from the depart- 
ment of a significant deficiency or source fecal contamina- 
tion under this subsection. Any modifications of a corrective 
action plan must be approved by the department. 

(2) When treatment is installed to provide at least 4-log 
treatment of viruses under subsection (1)(a)(iv) of this sec- 
tion, compliance monitoring must be conducted and reported 
as follows: 

(a) For chemical disinfection, conduct compliance mon- 
itoring under 40 C.F.R. 141.403 (b)(3)(i). 

(i) For groundwater systems serving greater than three 
thousand three hundred people, conduct compliance monitor- 
ing under 40 C.F.R. 141.403 (b)(3)@)(A). 

(ii) For groundwater systems serving three thousand 
three hundred or fewer people, conduct compliance monitor- 
ing under 40 C.F.R. 141.403 (b)(3)()(B). 

(b) For membrane filtration, conduct compliance moni- 
toring under 40 C.F.R. 141.403 (b)(3)(i1). 

(c) For alternative treatment, conduct compliance moni- 
toring under 40 C.F.R. 141.403 (b)(3)(iii). 

(d) For new sources, conduct compliance monitoring 
under 40 C.F.R. 141.403 (b)(2)(i) and (ii). 

(e) Submit monthly groundwater treatment plant reports 
to the department using a department-approved form by the 
tenth day of the following month in accordance with 40 
C.F.R. 141.31. 

(3) A groundwater system may discontinue 4-log treat- 
ment of viruses installed under subsection (1)(a)(iv) of this 
section or WAC 246-290-451(4) if the department deter- 
mines and documents in writing that 4-log treatment of 
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viruses is no longer necessary for that groundwater source. A 
system that discontinues 4-log treatment of viruses is subject 
to the triggered source water monitoring requirements under 
WAC 246-290-320 (2)(g). 

(4) Failure to meet the compliance monitoring require- 
ments under subsection (2) of this section is a monitoring vio- 
lation and requires Tier 3 public notification under Part 7, 
Subpart A of this chapter. 

(5) Failure to submit a monthly groundwater treatment 
plant report to the department using a department-approved 
form by the tenth day of the following month is a reporting 
violation. 

(6) Failure to provide 4-log treatment of viruses under 
subsection (1)(a)(iv) of this section is a treatment technique 
violation if the failure is not corrected within four hours of 
the time the purveyor determines that at least 4-log treatment 
of viruses is not maintained and requires Tier 2 public notifi- 
cation under Part 7, Subpart A of this chapter. 

(7) Failure to complete corrective action as directed by 
the department or be in compliance with an approved correc- 
tive action plan within one hundred twenty days (or earlier if 
directed by the department) of receiving notice from the 
department of a significant deficiency or an E. coli positive 
groundwater sample that is not invalidated under WAC 246- 
290-320 (2)(g)(vii) is a treatment technique violation and 
requires Tier 2 public notification under Part 7, Subpart A of 
this chapter. 


AMENDATORY SECTION (Amending WSR 99-07-021, 
filed 3/9/99, effective 4/9/99) 


WAC 246-290-455 Operation of chemical contami- 
nant treatment facilities. (1) ((Purveyers-skaltensure)) Fin- 


ished drinking water from chemical contaminant treatment 
facilities ((eerapkes)) must comply with the minimum water 
quality standards established in WAC 246-290-310. This sec- 
tion does not apply to facilities used only for corrosion con- 
trol treatment purposes. 

((@})) (a) The purveyor shall collect finished drinking 
water samples at a point directly downstream of the treatment 
system prior to the first consumer on a monthly basis. 

((€@))) (i) Finished drinking water samples from treat- 
ment systems utilized for removal of contaminants with 
established primary MCLs shall be submitted to a certified 
laboratory for analysis of the specific contaminant(s) of con- 
cern 


(Œ) Gi) Finished drinking water samples from treat- 
ment systems utilized for removal of contaminants with 
established secondary MCLs shall be submitted to a certified 
laboratory for analysis or analyzed for the specific contami- 
nant(s) of concern by the purveyor through department- 
approved on-site methods. 

((€e))) Gii) Additional finished drinking water monitor- 
ing may be required by the department based on the complex- 
ity or size of the water system. 

(6) (b) If primary MCLs following treatment are 
exceeded in four or more months of a consecutive twelve- 
month compliance period, the purveyor shall submit a project 
report to the department that addresses the failure to maintain 
compliance. The project report shall include methods and 
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schedules to correct the treatment deficiency and/or indicate 
schedules for implementing an alternate source of supply or 
an effective treatment technology. 

(6) (c) If secondary MCLs following treatment are 
exceeded in four or more months of a consecutive twelve- 
month compliance period, the purveyor shall take action per 
WAC 246-290-320 (3)(d). 

(2) Purveyors using treatment or blending to remove or 
reduce a contaminant with a SAL shall: 

(a) Collect finished drinking water samples at_a point 
downstream of the treatment system prior to the first con- 
sumer on a quarterly basis; and 

(b) Submit the samples to a certified lab for analysis or 
analyze the samples using department-approved on-site 
methods. 


AMENDATORY SECTION (Amending WSR 17-01-062, 
filed 12/14/16, effective 1/14/17) 


WAC 246-290-480 Recordkeeping and reporting. (1) 
Records. The purveyor shall keep the following records of 
operation and water quality analyses: 

(a) Bacteriological and turbidity analysis results ((skaH)) 
must be kept for five years. Chemical analysis results 
((shalt)) must be kept for as long as the system is in operation. 
Records of source meter readings ((shal)) must be kept for 
ten years. Other records of operation and analyses required 
by the department shall be kept for three years. All records 
((shalt})) must bear the signature of the operator in responsible 
charge of the water system or his or her representative. Sys- 
tems ((shaH)) must keep these records available for inspec- 
tion by the department and ((shaH)) must send the records to 
the department if requested. Actual laboratory reports may be 
kept or data may be transferred to tabular summaries, pro- 
vided the following information is included: 

(i) The date, place, and time of sampling, and the name 
of the person collecting the sample; 

(ii) Identification of the sample type (routine distribution 
system sample, repeat sample, source or finished water sam- 
ple, or other special purpose sample); 

(iii) Date of analysis; 

(iv) Laboratory and person responsible for performing 
analysis; 

(v) The analytical method used; and 

(vi) The results of the analysis. 

(b) The purveyor shall maintain documentation of any 
level 1 or level 2 assessment regardless of who conducts the 
assessment, and documentation of corrective actions com- 
pleted as a result of the assessments, or other summary docu- 
mentation of the sanitary defects and corrective actions taken 
under WAC 246-290-320(2) for department review. The doc- 
umentation must be maintained by the purveyor for a period 
of not less than five years after completion of the assessment 
or corrective action. 

(c) For consecutive systems, documentation of notifica- 
tion to the wholesale systems of total coliform-positive sam- 
ples that are not invalidated under WAC 246-290-300 (3)(d) 
must be kept for a period of not less than five years. 

(d) Records of action taken by the system to correct vio- 
lations of primary drinking water standards and exceedances 
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of SALs. For each violation of a primary drinking water stan- 
dard or SAL exceedance, records of actions taken to correct 
the violations or SAL exceedance, and copies of public noti- 
fications ((shaH)) must be kept for a period of no less than ten 
years after the last corrective action taken. 

(e) Copies of any written reports, summaries, or commu- 
nications relating to sanitary surveys or SPI of the system 
conducted by system personnel, by a consultant or by any 
local, state, or federal agency, ((shaH)) must be kept for ten 
years after completion of the sanitary survey or SPI involved. 

(f) Copies of project reports, construction documents and 
related drawings, inspection reports and approvals ((shal)) 
must be kept for the life of the facility. 

(g) Where applicable, records of the following ((ske})) 
must be kept for a minimum of three years: 

(i) Chlorine residual; 

(ii) Fluoride level; 

(iii) Water treatment plant performance including, but 
not limited to: 

(A) Type of chemicals used and quantity; 

(B) Amount of water treated; 

(C) Results of analyses; and 

(iv) Other information as specified by the department. 

(h) The purveyor shall retain copies of public notices 
made under Part 7, Subpart A of this chapter and certifica- 
tions made to the department under 40 C.F.R. 141.33(e) for a 
period of at least three years after issuance. 

(i) Purveyors using conventional, direct, or in-line filtra- 
tion that recycle spent filter backwash water, thickener super- 
natant, or liquids from dewatering processes within their 
treatment plant shall, beginning no later than June 8, 2004, 
collect and retain on file the following information for review 
and evaluation by the department: 

(i) A copy of the recycle notification and information 
submitted to the department under WAC 246-290-660 
(Dai). 

(ii) A list of all recycle flows and the frequency with 
which they are returned. 

(iii) Average and maximum backwash flow rate through 
the filters and the average and maximum duration of the filter 
backwash process in minutes. 

(iv) Typical filter run length and a written summary of 
how filter run length is determined. 

(v) The type of treatment provided for the recycle flow. 

(vi) Data on the physical dimensions of the equalization 
and/or treatment units, typical and maximum hydraulic load- 
ing rates, type of treatment chemicals used and average dose 
and frequency of use, and frequency at which solids are 
removed, if applicable. 

(j) Purveyors required to conduct disinfection profiling 
and benchmarking under 40 C.F.R. 141.530 through 141.544 
shall retain the results on file indefinitely. 

(k) Copies of monitoring plans developed under this 
chapter shall be kept for the same period of time as the 
records of analyses taken under the plan are required to be 
kept under (a) of this subsection. 

(1) Purveyors using surface water or GWI sources must 
keep the records required by 40 C.F.R. 141.722. 

(2) Reporting. 
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(a) Unless otherwise specified in this chapter, the pur- 
veyor shall report to the department within forty-eight hours 
the failure to comply with any national primary drinking 
water regulation or a SAL (including failure to comply with 
any monitoring requirements) as set forth in this chapter. For 
violations assigned to Tier 1 in WAC 246-290-71001 or in 
Table 17 in WAC 246-290-71006, the ((departmentinustbe 
netified)) purveyor shall notify the department as soon as 
possible, but no later than twenty-four hours after the viola- 
tion or SAL exceedance is known. 

(b) The purveyor shall submit to the department reports 
required by this chapter, including tests, measurements, and 
analytic reports. Monthly reports are due before the tenth day 
of the following month, unless otherwise specified in this 
chapter. 

(c) The purveyor shall submit to the department copies 
of any written summaries or communications relating to the 
status of monitoring waivers during each monitoring cycle or 
as directed by the department. 

(d) Source meter readings ((shalt)) must be made avail- 
able to the department. 

(e) Water facilities inventory form (WFI). 

(i) Purveyors of community and NTNC systems shall 
submit an annual WFI update to the department; 

(ii) Purveyors of TNC systems shall submit an updated 
WFI to the department as requested; 

(iii) Purveyors shall submit an updated WFI to the 
department within thirty days of any change in name, cate- 
gory, ownership, or responsibility for management of the 
water system, or addition of source or storage facilities; and 

(iv) At a minimum the completed WFI shall provide the 
current names, addresses, and telephone numbers of the own- 
ers, operators, and emergency contact persons for the system. 

(f) Bacteriological. 

(i) The purveyor shall notify the department of the pres- 
ence of total coliform in a sample within ten days of notifica- 
tion by the laboratory; 

(ii) Prior to serving water to the public, a seasonal system 
shall submit a certification to the department demonstrating 
that the system has complied with the department-approved 
start-up procedure; and 

(iii) The system shall report treatment technique viola- 
tions identified under WAC 246-290-320 (2)(f) to the depart- 
ment no later than the end of the next business day after the 
violation is known. 

(g) Systems monitoring for disinfection byproducts 
under WAC 246-290-300(6) shall report information to the 
department as specified in (a) and (b) of this subsection, and 
40 C.F.R. 141.134(b). 

(h) Systems monitoring for disinfectant residuals under 
WAC 246-290-300(6) shall report information to the depart- 
ment as specified in (a) and (b) of this subsection, and 40 
C.F.R. 141.134(c). 

(i) Systems required to monitor for disinfection byprod- 
uct precursor removal under WAC 246-290-300(6) shall 
report information to the department as specified in (a) and 
(b) of this subsection, and 40 C.F.R. 141.134(d). 

(j) Systems required to monitor for disinfection byprod- 
ucts under WAC 246-290-300(6) shall report information to 
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the department as specified in (a) and (b) of this subsection, 
and 40 C.F.R. 141.600 - 629. 

(k) Systems subject to the enhanced treatment require- 
ments for Cryptosporidium under WAC 246-290-630(4) 
shall report information to the department as specified in 40 
C.F.R. 141.706 and 141.721. 

(1) Systems that use acrylamide and epichlorohydrin in 
the treatment of drinking water, must certify annually in writ- 
ing to the department that the combination (or product) of 
dose and monomer level does not exceed the levels specified 
in (IQ) and (ii) of this subsection. Certifications ((shaH)) 
must reference maximum use levels established by an ANSI- 
accredited listing organization approved by the department. 

(i) Acrylamide = 0.05 percent dosed at 1 ppm (or equiv- 
alent); and 

(ii) Epichlorohydrin = 0.01 percent dosed at 20 ppm (or 
equivalent). 

(m) Use of products that exceed the specified levels con- 
stitutes a treatment technique violation and the public must 
be notified under the public notice requirements under Part 7, 
Subpart A of this chapter. 

(n) Systems shall submit to the department, in accor- 
dance with 40 C.F.R. 141.31(d), a certification that the sys- 
tem has complied with the public notification regulations 
(Part 7, Subpart A of this chapter) when a public notification 
is required. Along with the certification, the system shall sub- 
mit a representative copy of each type of notice. 


AMENDATORY SECTION (Amending WSR 08-03-061, 
filed 1/14/08, effective 2/14/08) 


WAC 246-290-490 Cross-connection control. (1) 
Applicability, purpose, and responsibility. 

(a) All community water systems shall comply with the 
cross-connection control requirements specified in this sec- 
tion. 

(b) All noncommunity water systems shall apply the 
principles and provisions of this section, including subsection 
(4)(b) of this section, as applicable to protect the public water 
system from contamination via cross-connections. Noncom- 
munity systems that comply with subsection (4)(b) of this 
section and the provisions of WAC 51-56-0600 of the UPC 
(which addresses the installation of backflow preventers at 
points of water use within the potable water system) shall be 
considered in compliance with the requirements of this sec- 
tion. 

(c) The purpose of the purveyor's cross-connection con- 
trol program shall be to protect the public water system, as 
defined in WAC 246-290-010, from contamination via cross- 
connections. 

(d) The purveyor's responsibility for cross-connection 
control shall begin at the water supply source, include all the 
public water treatment, storage, and distribution facilities, 
and end at the point of delivery to the consumer's water sys- 
tem, which begins at the downstream end of the service con- 
nection or water meter located on the public right of way or 
utility-held easement. 

(e) Under this section, purveyors are not responsible for 
eliminating or controlling cross-connections within the con- 
sumer's water system. Under chapter 19.27 RCW, the respon- 
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sibility for cross-connection control within the consumer's 
water system, i.e., within the property lines of the consumer's 
premises, lies with the authority having jurisdiction. 

(2) General program requirements. 

(a) The purveyor shall develop and implement a cross- 
connection control program that meets the requirements of 
this section, but may establish a more stringent program 
through local ordinances, resolutions, codes, bylaws, or oper- 
ating rules. 

(b) Purveyors shall ensure that good engineering and 
public health protection practices are used in the develop- 
ment and implementation of cross-connection control pro- 
grams. Department publications and the most recently pub- 
lished editions of references, such as, but not limited to, those 
listed below, may be used as guidance for cross-connection 
program development and implementation: 

(i) Manual of Cross-Connection Control published by 
the Foundation for Cross-Connection Control and Hydraulic 
Research, University of Southern California (USC Manual); 

(ii) Cross-Connection Control Manual, Accepted Proce- 
dure and Practice published by the Pacific Northwest Sec- 
tion of the American Water Works Association (PNWS- 
AWWA Manual); or 

(iii) Guidance document: Cross-Connection Control for 
Small Water Systems published by the department. 

(c) The purveyor may implement the cross-connection 
control program, or any portion thereof, directly or by means 
of a contract with another agency or party acceptable to the 
department. 

(d) The purveyor shall coordinate with the authority hav- 
ing jurisdiction in all matters concerning cross-connection 
control. The purveyor shall document and describe the coor- 
dination, including delineation of responsibilities, in the writ- 
ten cross-connection control program required in (e) of this 
subsection. 

(e) The purveyor shall include a written description of 
the cross-connection control program in the water system 
plan required under WAC 246-290-100 or the small water 
system management program required under WAC 246-290- 
105. The cross-connection control program ((shaĦ)) must 
include the minimum program elements described in subsec- 
tion (3) of this section. 

(f) The purveyor shall ensure that cross-connections 
between the distribution system and a consumer's water sys- 
tem are eliminated or controlled by the installation of an 
approved backflow preventer commensurate with the degree 
of hazard. This can be accomplished by implementation of a 
cross-connection program that relies on: 

(i) Premises isolation as defined in WAC 246-290-010; 
or 

(ii) Premises isolation and in-premises protection as 
defined in WAC 246-290-010. 

(g) Purveyors with cross-connection control programs 
that rely both on premises isolation and in-premises protec- 
tion: 

(i) Shall comply with the premises isolation require- 
ments specified in subsection (4)(b) of this section; and 

(ii) May reduce premises isolation requirements and rely 
on in-premises protection for premises other than the type 
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addressed in subsection (4)(b) of this section, only if the fol- 
lowing conditions are met: 

(A) The in-premises backflow preventers provide a level 
of protection commensurate with the purveyor's assessed 
degree of hazard; 

(B) Backflow preventers which provide the in-premises 
backflow protection meet the definition of approved back- 
flow preventers as described in WAC 246-290-010; 

(C) The approved backflow preventers are installed, 
inspected, tested (if applicable), maintained, and repaired in 
accordance with subsections (6) and (7) of this section; 

(D) Records of the backflow preventers are maintained 
in accordance with subsections (3)(j) and (8) of this section; 
and 

(E) The purveyor has reasonable access to the con- 
sumer's premises to conduct an initial hazard evaluation and 
periodic reevaluations to determine whether the in-premises 
protection is adequate to protect the purveyor's distribution 
system. 

(h) The purveyor shall take appropriate corrective action 
as authorized by the legal instrument required by subsection 
(3)(b) of this section, when: 

(i) A cross-connection exists that is not controlled com- 
mensurate to the degree of hazard assessed by the purveyor; 
or 

(ii) A consumer fails to comply with the purveyor's 
requirements regarding the installation, inspection, testing, 
maintenance or repair of approved backflow preventers 
required by this chapter. 

(i) The purveyor's corrective action may include, but is 
not limited to: 

(i) Denying or discontinuing water service to a con- 
sumer's premises until the cross-connection hazard is elimi- 
nated or controlled to the satisfaction of the purveyor; 

(ii) Requiring the consumer to install an approved back- 
flow preventer for premises isolation commensurate with the 
degree of hazard; or 

(iii) The purveyor installing an approved backflow pre- 
venter for premises isolation commensurate with the degree 
of hazard. 

(j) Except in the event of an emergency, purveyors shall 
notify the authority having jurisdiction prior to denying or 
discontinuing water service to a consumer's premises for one 
or more of the reasons listed in (h) of this subsection. 

(k) The purveyor shall prohibit the intentional return of 
used water to the purveyor's distribution system. Used water 
includes, but is not limited to, water used for heating, cooling, 
or other purposes within the consumer's water system. 

(3) Minimum elements of a cross-connection control 
program. 

(a) To be acceptable to the department, the purveyor's 
cross-connection control program ((shaH)) must include the 
minimum elements identified in this subsection. 

(b) Element 1: The purveyor shall adopt a local ordi- 
nance, resolution, code, bylaw, or other written legal instru- 
ment that: 

(i) Establishes the purveyor's legal authority to imple- 
ment a cross-connection control program; 
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(ii) Describes the operating policies and technical provi- 
sions of the purveyor's cross-connection control program; 
and 

(iii) Describes the corrective actions ((usedte—ensure 
that)) required of consumers to comply with the purveyor's 
cross-connection control requirements. 

(c) Element 2: The purveyor shall develop and imple- 
ment procedures and schedules for evaluating new and exist- 
ing service connections to assess the degree of hazard posed 
by the consumer's premises to the purveyor's distribution sys- 
tem and notifying the consumer within a reasonable time 
frame of the hazard evaluation results. At a minimum, the 
program shall meet the following: 

(i) For connections made on or after April 9, 1999, pro- 
cedures shall ensure that an initial evaluation is conducted 
before water service is provided; 

(ii) For all other connections, procedures shall ensure 
that an initial evaluation is conducted in accordance with a 
schedule acceptable to the department; and 

(iii) For all service connections, once an initial evalua- 
tion has been conducted, procedures shall ensure that peri- 
odic reevaluations are conducted in accordance with a sched- 
ule acceptable to the department and whenever there is a 
change in the use of the premises. 

(d) Element 3: The purveyor shall develop and imple- 
ment procedures and schedules for ensuring that: 

(i) Cross-connections are eliminated whenever possible; 

(ii) When cross-connections cannot be eliminated, they 
are controlled by installation of approved backflow pre- 
venters commensurate with the degree of hazard; and 

(iii) Approved backflow preventers are installed in 
accordance with the requirements of subsection (6) of this 
section. 

(e) Element 4: The purveyor shall ensure that personnel, 
including at least one person certified as a CCS, are provided 
to develop and implement the cross-connection control pro- 
gram. 
(f) Element 5: The purveyor shall develop and imple- 
ment procedures to ensure that approved backflow preventers 
relied upon to protect the public water system are inspected 
and/or tested (as applicable) under subsection (7) of this sec- 
tion. 

(g) Element 6: The purveyor shall develop and imple- 
ment a backflow prevention assembly testing quality control 
assurance program((;)) including, but not limited to, docu- 
mentation of BAT certification and test kit calibration, test 
report contents, and time frames for submitting completed 
test reports. 

(h) Element 7: The purveyor shall develop and imple- 
ment (when appropriate) procedures for responding to back- 
flow incidents. 

(i) Element 8: The purveyor shall include information on 
cross-connection control in the purveyor's existing program 
for educating consumers about water system operation. The 
public education program may include periodic bill inserts, 
public service announcements, pamphlet distribution, notifi- 
cation of new consumers and consumer confidence reports. 

(j) Element 9: The purveyor shall develop and maintain 
cross-connection control records including, but not limited 
to, the following: 
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(i) A master list of service connections and/or con- 
sumer's premises where the purveyor relies upon approved 
backflow preventers to protect the public water system from 
contamination, the assessed hazard level of each, and the 
required backflow preventer(s); 

(ii) Inventory information on backflow preventers that 
protect the public water system including: 

(A) Approved air gaps installed in lieu of approved 
assemblies including exact air gap location, assessed degree 
of hazard, installation date, history of inspections, inspection 
results, and person conducting inspections; 

(B) Approved backflow assemblies including exact 
assembly location, assembly description (type, manufacturer, 
model, size, and serial number), assessed degree of hazard, 
installation date, history of inspections, tests and repairs, test 
results, and person performing tests; and 

(C) Approved AVBs used for irrigation system applica- 
tions including location, description (manufacturer, model, 
and size), installation date, history of inspection(s), and per- 
son performing inspection(s). 

(iii) Cross-connection program summary reports and 
backflow incident reports required under subsection (8) of 
this section. 

(k) Element 10: Purveyors who distribute and/or have 
facilities that receive reclaimed water within their water ser- 
vice area shall meet any additional cross-connection control 
requirements imposed by the department in a permit issued 
under chapter 90.46 RCW. 

(4) Approved backflow preventer selection. 

(a) The purveyor shall ensure that a CCS: 

(i) Assesses the degree of hazard posed by the con- 
sumer's water system upon the purveyor's distribution sys- 
tem; and 

(11) Determines the appropriate method of backflow pro- 
tection for premises isolation as described in Table ((8)) 12 of 
this section. 


TABLE ((8)) 12 
APPROPRIATE METHODS OF BACKFLOW PROTECTION 


FOR PREMISES ISOLATION 
Appropriate 
Degree of Application Approved Back- 
Hazard Condition flow Preventer 

Backsiphonage or 
High health cross- | backpressure AG, RPBA, or 
connection hazard | backflow RPDA 

Backsiphonage or | AG, RPBA, 
Low cross-con- backpressure RPDA, DCVA, or 
nection hazard backflow DCDA 


(b) Premises isolation requirements. 

(1) The purveyor shall ensure that an approved air gap, 
RPBA, or RPDA is installed for premises isolation for ser- 
vice connections to premises posing a high health cross-con- 
nection hazard including, but not limited to, those premises 
listed in Table ((9)) 13 of this section, except those premises 
identified as severe in (b)(ii) of this subsection. 

(i1) For service connections to premises posing a severe 
health cross-connection hazard including wastewater treat- 
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ment plants, radioactive material processing plants, and 
nuclear reactors, the purveyor shall ensure that either an: 

(A) Approved air gap is installed for premises isolation; 
or 

(B) Approved RPBA or RPDA is installed for premises 
isolation in combination with an in-plant approved air gap. 

(iii) If the purveyor's CCS determines that no hazard 
exists for a connection serving premises of the type listed in 
Table ((9)) 13 of this section, the purveyor may grant an 
exception to the premises isolation requirements of (b)(i) of 
this subsection. 

(iv) The purveyor shall document, on a case-by-case 
basis, the reasons for granting an exception under (b)(i) of 
this subsection and include the documentation in the cross- 
connection control program annual summary report required 
in subsection (8) of this section. 


TABLE ((9)) 13 (formerly codified as TABLE 9) 
SEVERE* AND HIGH HEALTH CROSS-CONNECTION HAZARD 
PREMISES REQUIRING PREMISES ISOLATION BY AG OR RPBA 


Agricultural (farms and dairies) 


Beverage bottling plants 


Car washes 


Chemical plants 


Commercial laundries and dry cleaners 


Premises where both reclaimed water and potable water are 
provided 


Film processing facilities 


Food processing plants 


Hospitals, medical centers, nursing homes, veterinary, 
medical and dental clinics, and blood plasma centers 


Premises with separate irrigation systems using the pur- 
veyor's water supply and with chemical addition* 


Laboratories 


Metal plating industries 
Mortuaries 


Petroleum processing or storage plants 


Piers and docks 


Radioactive material processing plants or nuclear reactors* 


Survey access denied or restricted 


Wastewater lift stations and pumping stations 


Wastewater treatment plants* 


Premises with an unapproved auxiliary water supply inter- 
connected with the potable water supply 


+ For example, parks, playgrounds, golf courses, cemeteries, estates, etc. 


* RPBAs for connections serving these premises are acceptable only when 
used in combination with an in-plant approved air gap; otherwise, the 
purveyor shall require an approved air gap at the service connection. 


(c) Backflow protection for single-family residences. 

(i) For single-family residential service connections, the 
purveyor shall comply with the premises isolation require- 
ments of (b) of this subsection when applicable. 
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(ii) If the requirements of (b) of this subsection do not 
apply and the requirements specified in subsection (2)(g)(ii) 
of this section are met, the purveyor may rely on backflow 
protection provided at the point of hazard in accordance with 
WAC 51-56-0600 of the UPC for hazards such as, but not 
limited to: 

(A) Irrigation systems; 

(B) Swimming pools or spas; 

(C) Ponds; and 

(D) Boilers. 

For example, the purveyor may accept an approved AVB 
on a residential irrigation system, if the AVB is properly 
installed under the UPC. 

(d) Backflow protection for fire protection systems. 

(i) Backflow protection is not required for residential 
flow-through or combination fire protection systems con- 
structed of potable water piping and materials. 

(ii) For service connections with fire protection systems 
other than flow-through or combination systems, the pur- 
veyor shall ensure that backflow protection consistent with 
WAC 51-56-0600 of the UPC is installed. The UPC requires 
minimum protection as follows: 

(A) An RPBA or RPDA for fire protection systems with 
chemical addition or using unapproved auxiliary water sup- 
ply; and 

(B) A DCVA or DCDA for all other fire protection sys- 
tems. 

(iii) For connections made on or after April 9, 1999, the 
purveyor shall ensure that backflow protection is installed 
before water service is provided. 

(iv) For existing fire protection systems: 

(A) With chemical addition or using unapproved auxil- 
iary supplies, the purveyor shall ensure that backflow protec- 
tion is installed within ninety days of the purveyor notifying 
the consumer of the high health cross-connection hazard or in 
accordance with an alternate schedule acceptable to the pur- 
veyor. 

(B) Without chemical addition, without on-site storage, 
and using only the purveyor's water (i.e., no unapproved aux- 
iliary supplies on or available to the premises), the purveyor 
shall ensure that backflow protection is installed in accor- 
dance with a schedule acceptable to the purveyor or at an ear- 
lier date if required by the code official administering the 
State Building Code as defined in chapter 51-04 WAC. 

(C) When establishing backflow protection retrofitting 
schedules for fire protection systems that have the character- 
istics listed in (d)(iv)(B) of this subsection, the purveyor may 
consider factors such as, but not limited to, impacts of assem- 
bly installation on sprinkler performance, costs of retrofit- 
ting, and difficulty of assembly installation. 

(e) Purveyors may require approved backflow preventers 
commensurate with the degree of hazard as determined by the 
purveyor to be installed for premises isolation for connec- 
tions serving premises that have characteristics such as, but 
not limited to, the following: 

(i) Complex plumbing arrangements or plumbing poten- 
tially subject to frequent changes that make it impracticable 
to assess whether cross-connection hazards exist; 

(ii) A repeated history of cross-connections being estab- 
lished or reestablished; or 
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(iii) Cross-connection hazards are unavoidable or not 
correctable, such as, but not limited to, tall buildings. 

(5) Approved backflow preventers. 

(a) The purveyor shall ensure that all backflow preven- 
tion assemblies relied upon by the purveyor are models 
included on the current list of backflow prevention assem- 
blies approved for use in Washington state. The current 
approved assemblies list is available from the department 
upon request. 

(b) The purveyor may rely on testable backflow preven- 
tion assemblies that are not currently approved by the depart- 
ment, if the assemblies: 

(i) Were included on the department ((and/er)) or USC 
list of approved backflow prevention assemblies at the time 
of installation; 

(ii) Have been properly maintained; 

(iii) Are commensurate with the purveyor's assessed 
degree of hazard; and 

(iv) Have been inspected and tested at least annually and 
have successfully passed the annual tests. 

(c) The purveyor shall ensure that an unlisted backflow 
prevention assembly is replaced by an approved assembly 
commensurate with the degree of hazard, when the unlisted 
assembly: 

(i) Does not meet the conditions specified in (b)(i) 
through (iv) of this subsection; 

(i1) Is moved; or 

(iii) Cannot be repaired using spare parts from the origi- 
nal manufacturer. 

(d) The purveyor shall ensure that AVBs meet the defini- 
tion of approved atmospheric vacuum breakers as described 
in WAC 246-290-010. 

(6) Approved backflow preventer installation. 

(a) The purveyor shall ensure that approved backflow 
preventers are installed in the orientation for which they are 
approved (if applicable). 

(b) The purveyor shall ensure that approved backflow 
preventers are installed in a manner that: 

(i) Facilitates their proper operation, maintenance, 
inspection, in-line testing (as applicable), and repair using 
standard installation procedures acceptable to the department 
such as those in the USC Manual or PNWS-AWWA Manual; 

(ii) Ensures that the assembly will not become sub- 
merged due to weather-related conditions such as flooding; 
and 

(iii) Ensures compliance with all applicable safety regu- 
lations. 

(c) The purveyor shall ensure that approved backflow 
assemblies for premises isolation are installed at a location 
adjacent to the meter or property line or an alternate location 
acceptable to the purveyor. 

(d) When premises isolation assemblies are installed at 
an alternate location acceptable to the purveyor, the purveyor 
shall ensure that there are no connections between the point 
of delivery from the public water system and the approved 
backflow assembly, unless the installation of the connection 
meets the purveyor's cross-connection control requirements 
and is specifically approved by the purveyor. 
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(e) The purveyor shall ensure that approved backflow 
preventers are installed in accordance with the following time 
frames: 

(i) For connections made on or after April 9, 1999, the 
following conditions shall be met before service is provided: 

(A) The provisions of subsection (3)(d)(ii) of this sec- 
tion; and 

(B) Satisfactory completion of the requirements of sub- 
section (7) of this section. 

(ii) For existing connections where the purveyor identi- 
fies a high health cross-connection hazard, the provisions of 
(3)(d)(ii) of this section shall be met: 

(A) Within ninety days of the purveyor notifying the 
consumer of the high health cross-connection hazard; or 

(B) In accordance with an alternate schedule acceptable 
to the purveyor. 

(iii) For existing connections where the purveyor identi- 
fies a low cross-connection hazard, the provisions of subsec- 
tion (3)(d)(ii) of this section shall be met in accordance with 
a schedule acceptable to the purveyor. 

(f) The purveyor shall ensure that bypass piping installed 
around any approved backflow preventer is equipped with an 
approved backflow preventer that: 

(i) Affords at least the same level of protection as the 
approved backflow preventer that is being bypassed; and 

(ii) Complies with all applicable requirements of this 
section. 

(7) Approved backflow preventer inspection and testing. 

(a) For backflow preventers that protect the public water 
system, the purveyor shall ensure that: 

(i) A CCS inspects backflow preventer installations ((te 
ensute)) so that protection is provided commensurate with 
the assessed degree of hazard; 

(ii) Either a BAT or CCS inspects: 

(A) Air gaps installed in lieu of approved backflow pre- 
vention assemblies for compliance with the approved air gap 
definition; and 

(B) Backflow prevention assemblies for correct installa- 
tion and approval status. 

(iii) A BAT tests approved backflow prevention assem- 
blies for proper operation. 

(b) The purveyor shall ensure that inspections and/or 
tests of approved air gaps and approved backflow assemblies 
that protect the public water system are conducted: 

(i) When any of the following occur: 

(A) Upon installation, repair, reinstallation, or relocation 
of an assembly; 

(B) Upon installation or replumbing of an air gap; 

(C) After a backflow incident involving the assembly or 
air gap; and 

(ii) Annually thereafter, unless the purveyor requires 
more frequent testing for high hazard premises or for assem- 
blies that repeatedly fail. 

(c) The purveyor shall ensure that inspections of AVBs 
installed on irrigation systems are conducted: 

(i) At the time of installation; 

(ii) After a backflow incident; and 

(iii) After repair, reinstallation, or relocation. 

(d) The purveyor shall ensure that approved backflow 
prevention assemblies are tested using procedures acceptable 


Proposed 


Washington State Register, Issue 21-16 


to the department, such as those specified in the most recently 
published edition of the USC Manual. When circumstances, 
such as, but not limited to, configuration or location of the 
assembly, preclude the use of USC test procedures, the pur- 
veyor may allow, on a case-by-case basis, the use of alternate 
(non-USC) test procedures acceptable to the department. 

(e) The purveyor shall ensure that results of backflow 
prevention assembly inspections and tests are documented 
and reported in a manner acceptable to the purveyor. 

(f) The purveyor shall ensure that an approved backflow 
prevention assembly or AVB, whenever found to be improp- 
erly installed, defective, not commensurate with the degree of 
hazard, or failing a test (if applicable) is properly reinstalled, 
repaired, overhauled, or replaced. 

(g) The purveyor shall ensure that an approved air gap, 
whenever found to be altered or improperly installed, is prop- 
erly replumbed or, if commensurate with the degree of haz- 
ard, is replaced by an approved RPBA. 

(8) Recordkeeping and reporting. 

(a) Purveyors shall keep cross-connection control 
records for the following time frames: 

(i) Records pertaining to the master list of service con- 
nections ((and/er)) or consumer's premises required in sub- 
section (3)(j)(i) of this section shall be kept as long as the 
premises pose a cross-connection hazard to the purveyor's 
distribution system; 

(ii) Records regarding inventory information required in 
subsection (3)(j)(ii) of this section shall be kept for five years 
or for the life of the approved backflow preventer whichever 
is shorter; and 

(iii) Records regarding backflow incidents and annual 
summary reports required in subsection (3)(j)(ii1) of this sec- 
tion shall be kept for five years. 

(b) Purveyors may maintain cross-connection control 
records in original form or transfer data to tabular summaries. 

(c) Purveyors may maintain records or data in any media, 
such as paper, film, or electronic format. 

(d) The purveyor shall complete the cross-connection 
control program summary report annually. Report forms and 
guidance on completing the report are available from the 
department. 

(e) The purveyor shall make all records and reports 
required in subsection (3)(j) of this section available to the 
department or its representative upon request. 

(f) The purveyor shall notify the department, authority 
having jurisdiction, and local health jurisdiction as soon as 
possible, but no later than the end of the next business day, 
when a backflow incident is known by the purveyor to have: 

(i) Contaminated the public water system; or 

(ii) Occurred within the premises of a consumer served 
by the purveyor. 

(g) The purveyor shall: 

(i) Document details of backflow incidents contaminat- 
ing the public water system on a backflow incident report 
form available from the department; and 

(ii) Include all backflow incident report(s) in the annual 
cross-connection program summary report referenced in (d) 
of this subsection, unless otherwise requested by the depart- 
ment. 
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AMENDATORY SECTION (Amending WSR 17-01-062, 
filed 12/14/16, effective 1/14/17) 


WAC 246-290-630 General requirements. (1) The 
purveyor shall ((easure+that)) provide treatment ((#s-pre- 
vided)) for surface and GWI sources consistent with the treat- 
ment technique requirements specified in Part 6 of this chap- 
ter ((246299-WAG)). 

(2) The purveyor shall install and properly operate water 
treatment processes to ((enstre)) achieve at least: 

(a) 99.9 percent (3-log) removal and/or inactivation of 
Giardia lamblia cysts; 

(b) 99.99 percent (4-log) removal and/or inactivation of 
viruses; and 

(c) 99 percent (2-log) removal of Cryptosporidium 
oocysts if required to filter. 

(3) The purveyor shall ensure that the requirements of 
subsection (2) of this section are met between a point where 
the source water is not subject to contamination by untreated 
surface water and a point at or before the first consumer. 

(4) The department may require higher levels of removal 
and/or inactivation of Giardia lamblia cysts, Cryptosporid- 
ium oocysts, and viruses than specified in subsection (2) of 
this section if deemed necessary to protect the health of con- 
sumers served by the system. 

(5) The purveyor shall ensure that personnel operating a 
system subject to Part 6 of this chapter ((246290-WAG)) 
meet the requirements under chapter ((70449)) 70A.120 
RCW and chapter 246-292 WAC. 

(6) The purveyor of a Group A community system serv- 
ing water from a surface or GWI source to the public before 
January 1, 1991, shall comply with applicable minimum 
treatment requirements. The purveyor shall meet either: 

(a) The filtration and disinfection requirements under 
WAC 246-290-660 and 246-290-662 respectively; 

(b) The criteria to remain unfiltered under WAC 246- 
290-690 and the disinfection requirements under WAC 246- 
290-692; or 

(c) The criteria to provide a limited alternative to filtra- 
tion under WAC 246-290-691 and the disinfection require- 
ments under WAC 246-290-692. 

(7) The purveyor of a Group A noncommunity system 
serving water from a surface or GWI source, shall meet 
either: 

(a) The filtration and disinfection requirements under 
WAC 246-290-660 and 246-290-662, respectively; or 

(b) The criteria to provide a limited alternative to filtra- 
tion under WAC 246-290-691 and the disinfection require- 
ments under WAC 246-290-692. 

(8) The purveyor of a Group A system first serving water 
from a surface or GWI source to the public after December 
31, 1990, shall meet either: 

(a) The filtration and disinfection requirements under 
WAC 246-290-660 and 246-290-662, respectively; or 

(b) The criteria to provide a limited alternative to filtra- 
tion under WAC 246-290-691 and the disinfection require- 
ments under WAC 246-290-692. 

(9) The purveyor of a system required to install filtration 
may choose to provide a limited alternative to filtration or 
abandon the surface or GWI source as a permanent or sea- 
sonal source and develop an alternate, department-approved 


WSR 21-16-095 


source. Purveyors that develop alternate groundwater sources 
or purchase water from a department-approved public water 
system using a groundwater source shall no longer be subject 
to Part 6 of chapter 246-290 WAC, once the alternate source 
is approved by the department and is on line. 

(10) A purveyor that chooses to provide a limited alter- 
native to filtration shall submit an application to the depart- 
ment that contains the information necessary to determine 
whether the source can meet the criteria. 

(11) Ifa limited alternative to filtration is provided, then 
the purveyor shall install and properly operate treatment pro- 
cesses ((te-ensute)) for greater removal and/or inactivation 
efficiencies of Giardia lamblia cysts, viruses, or other patho- 
genic organisms of public health concern (including Crypto- 
sporidium oocysts) than would be achieved by the combina- 
tion of filtration and chlorine disinfection. 

(12) Systems that were required to develop a disinfection 
profile under 40 C.F.R. 141.172 shall provide that profile and 
a calculated disinfection benchmark, as described in 40 
C.F.R. 141.172 (c)(2) and (3), along with other project infor- 
mation specified in WAC 246-290-110, when proposing any 
change to the disinfection treatment system. The proposal for 
change ((shaH)) must include an analysis of how the pro- 
posed change will affect the current level of disinfection. The 
profile must also be available for inspection during routine 
sanitary surveys conducted under WAC 246-290-416. 

(13) Community and nontransient noncommunity sys- 
tems serving less than ten thousand persons must meet the 
disinfection profiling and benchmarking provisions required 
under 40 C.F.R. 141.530 through 141.544. 

(14) Systems required to develop a disinfection profile 
under 40 C.F.R. 141.530 shall provide that profile and a cal- 
culated disinfection benchmark, as described in 40 C.F.R. 
141.543 along with other project information specified in 
WAC 246-290-110, when proposing any change to the disin- 
fection treatment system. The proposal for change ((shaH)) 
must include an analysis of how the proposed change will 
affect the current level of disinfection. The profile must also 
be available for inspection during routine sanitary surveys 
conducted under WAC 246-290-416. 

(15) A system using conventional, direct, or in-line fil- 
tration that must arrange for the conduct of a CPE, under 40 
C.F.R. 141.175 (b)(4) or 40 C.F.R. 141.563, may be required 
to arrange for CTA. The department will determine the need 
for CTA on a case-by-case basis. 

(16) Water systems subject to the requirements of Part 6 
of this chapter must also comply with the enhanced treatment 
requirements for Cryptosporidium under 40 C.F.R. Subpart 
W. The requirements are in addition to the requirements of 
Part 6 of this chapter and include: 

(a) General requirements under 40 C.F.R. 141.700; 

(b) Source monitoring requirements under 40 C.F.R. 
141.701-707; 

(c) Disinfection profiling and benchmarking require- 
ments under 40 C.F.R. 141.708-709; 

(d) Treatment technique requirements under 40 C.F.R. 
141.710-714; 

(e) Requirements for microbial toolbox components 
under 40 C.F.R. 141.715-720; and 
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(f) Reporting and recordkeeping requirements under 40 
C.F.R. 141.721-722. 

(17) Water systems using UV reactors to obtain treat- 
ment credit for Cryptosporidium inactivation must: 

(a) Validate the reactors using the validation testing pro- 
cedures specified under 40 C.F.R. 141.720 (d)(2); or 

(b) Validate the reactor under Austrian ONORM Stan- 
dards or German DVGW Standards. 


AMENDATORY SECTION (Amending WSR 19-07-063, 
filed 3/19/19, effective 4/19/19) 


WAC 246-290-638 Analytical requirements. (1) The 
purveyor shall ensure that only qualified persons conduct 
measurements for pH, temperature, turbidity, and residual 
disinfectant concentrations. In this section, qualified means: 

(a) A person certified under chapter 246-292 WAC; 

(b) An analyst, with experience conducting these mea- 
surements, from the state public health laboratory or another 
laboratory certified by the department; 

(c) A state or local health jurisdiction professional expe- 
rienced in conducting these measurements; or 

(d) For the purpose of monitoring distribution system 
residual disinfectant concentration only, a person designated 
by and under the direct supervision of a waterworks operator 
certified under chapter 246-292 WAC. 

(2) The purveyor shall ensure that measurements for 
temperature, turbidity, pH, and residual disinfectant concen- 
tration are made in accordance with "standard methods," or 
other EPA approved methods. 

(3) The purveyor shall ensure that samples for coliform 
and HPC analysis are: 

(a) Collected and transported in accordance with depart- 
ment-approved methods; and 

(b) Submitted to the state public health laboratory or 
another laboratory certified by the department to conduct the 
analyses. 

(4) Turbidity monitoring. 

(a) The purveyor shall equip the system's water treat- 
ment facility laboratory with a: 

(1) Bench model turbidimeter; and 

(ii) Continuous turbidimeter and recorder if required 
under WAC 246-290-664 or 246-290-694. 

(b) The purveyor shall ensure that bench model and con- 
tinuous turbidimeters are: 

(i) Designed to meet the criteria in "standard methods," 
approved methods under 40 C.F.R. 141.74 (a)(1), or alterna- 
tive testing methods under Appendix A to Subpart C of 40 
C.F.R. Part 141; and 

(11) Properly operated, calibrated, and maintained at all 
times in accordance with the manufacturer's recommenda- 
tions. 

(c) The purveyor shall validate continuous turbidity 
measurements for accuracy as follows: 


(i) Calibrate turbidity equipment ((based-apen)) using a 


primary standard ((#the-expeected range of measurements)) 
on at least a quarterly basis for instruments using an incan- 


descent light source and on at least an annual basis for instru- 
ments using an LED or laser light source; and 
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(ii) Verify continuous turbidimeter performance on a 
weekly basis, not on consecutive days, with grab sample 
measurements made using either a properly calibrated bench 
model turbidimeter or a secondary standard as specified by 
the manufacturer. 

(d) When continuous turbidity monitoring equipment 
fails, the purveyor shall measure turbidity on grab samples 
collected at least every four hours from the combined filter 
effluent and individual filters while the system serves water 
to the public and the equipment is being repaired or replaced. 
The purveyor shall have continuous monitoring equipment 
online within five working days of failure. 

(5) Purveyors shall verify instruments used for continu- 
ous monitoring of free and total chlorine residual with a grab 
sample measurement at least every five days, or with a proto- 
col approved by the department as required under 40 C.F.R. 
141.74 (a)(2). 

(6) Purveyors monitoring for Cryptosporidium or E. coli 
as required under 40 C.F.R. 141.701 shall collect samples 
and have them analyzed under 40 C.F.R. 141.704 and 
141.705. 


AMENDATORY SECTION (Amending WSR 17-01-062, 
filed 12/14/16, effective 1/14/17) 


WAC 246-290-654 Treatment criteria for filtered 
systems. (1) The purveyor shall operate filters so that maxi- 
mum flow rates do not exceed those specified in Table ((49)) 
14 of this section. The purveyor may operate filters at higher 
flow rates, if the purveyor demonstrates to the department's 
satisfaction that filtration at the higher rate consistently 
achieves at least 99 percent (2-log) removal of Giardia lam- 
blia cysts and 99 percent (2-log) removal of Cryptosporidium 
oocysts and meets the turbidity performance requirements of 
Table (49) 15. 


Table ((49)) 14 
FILTRATION OPERATION CRITERIA 


MAXIMUM 
FILTRATION RATE 

FILTRATION TECHNOLOGY/MEDIA (gpm/ft?) 
Conventional, Direct and In-Line 

Gravity Filters with Single 

Media 3 

Gravity Filters with Deep Bed, 

Dual or Mixed Media 6 

Pressure Filters with Single 

Media 2 

Pressure Filters with Deep Bed, 

Dual or Mixed Media 3 
Slow Sand 0.1 
Diatomaceous Earth 1.0 


(2) The purveyor using conventional, direct or in-line fil- 
tration shall ensure that effective coagulation is in use at all 
times the water treatment facility produces water served to 
the public. 
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(3) The purveyor using conventional, direct, or in-line 
filtration shall demonstrate treatment effectiveness for Giar- 
dia lamblia cyst and Cryptosporidium oocyst removal by one 
of the following methods: 

(a) Turbidity reduction method. 

(i) The purveyor shall make source and filtered water 
turbidity measurements in accordance with WAC 246-290- 
664 (2) and (3) respectively. 

(ii) The purveyor shall achieve: 

(A) The turbidity performance requirements specified in 
WAC 246-290-660(1) and at least an eighty percent reduc- 
tion in source turbidity based on an average of the daily tur- 
bidity reductions measured in a calendar month; or 

(B) An average daily filtered water turbidity less than or 
equal to 0.1 NTU. 

(b) Particle counting method. The purveyor shall: 

(i) Use a particle counting protocol acceptable to the 
department; and 

(ii) Demonstrate at a frequency acceptable to the depart- 
ment at least the following log reduction of particles in the 
size range of five to fifteen microns (Giardia lamblia cyst- 
sized particles) and three to five microns (Cryptosporidium 
oocyst-sized particles), as applicable: 

(A) 2.5-log reduction in Giardia lamblia cyst-sized par- 
ticles and a 2-log reduction in Cryptosporidium particles for 
systems using conventional filtration; or 

(B) 2.0 log reduction for systems using direct or in-line 
filtration. 

(c) Microscopic particulate analysis method. The pur- 
veyor shall: 

(i) Use a protocol acceptable to the department; and 

(ii) Demonstrate at a frequency acceptable to the depart- 
ment at least the following log reduction of Giardia lamblia 
cysts and Cryptosporidium oocysts or Giardia lamblia cyst 
and Cryptosporidium oocyst surrogate indicators as applica- 
ble: 

(A) 2.5-log reduction in Giardia lamblia cysts or surro- 
gates and a 2-log reduction in Cryptosporidium oocyst or sur- 
rogates for systems using conventional filtration; and 

(B) 2.0 log reduction for systems using direct or in-line 
filtration. 

(d) Other methods acceptable to the department. 

(4) The purveyor shall ((ensure)) provide continuous dis- 
infection of all water delivered to the public and shall: 

(a) Maintain an adequate supply of disinfection chemi- 
cals and keep back-up system components and spare parts on 
hand; 

(b) Develop, maintain, and post at the water treatment 
facility a plan detailing: 

(i) How water delivered to the public will be continu- 
ously and adequately disinfected; and 

(ii) The elements of an emergency notification plan to be 
implemented whenever the residual disinfectant concentra- 
tion at entry to distribution falls below 0.2 mg/L for more 
than one hour. 

(c) Implement the plan during an emergency affecting 
disinfection. 

(5) Operations program. 

(a) For each water treatment facility treating a surface or 
GWI source, the purveyor shall develop an operations pro- 
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gram and make it available to the department for review upon 
request. 

(b) The program shall be submitted to the department as 
an addendum to the purveyor's water system plan (WAC 246- 
290-100) or small water system management program (WAC 
246-290-105). 

(c) The program shall detail how the purveyor will pro- 
duce optimal filtered water quality at all times the water treat- 
ment facility produces water to be served to the public. 

(d) The purveyor shall operate the water treatment facil- 
ity in accordance with the operations program. 

(e) The operations program shall include, but not be lim- 
ited to, a description of: 

(i) For conventional, direct or in-line filtration, proce- 
dures used to determine and maintain optimized coagulation 
as demonstrated by meeting the requirements of WAC 246- 
290-654(3); 

(ii) Procedures used to determine chemical dose rates; 

(iii) How and when each unit process is operated; 

(iv) Unit process equipment maintenance program; 

(v) Treatment plant performance monitoring program; 

(vi) Laboratory procedures; 

(vii) Records; 

(viii) Reliability features; and 

(ix) Response plans for water treatment facility emer- 
gencies, including disinfection failure and watershed emer- 
gencies. 

(f) The purveyor shall ensure the operations program is: 

(i) Readily available at the water treatment facility for 
use by operators and for department inspection; 

(ii) Consistent with department guidelines for operations 
procedures such as those described in department guidance 
on surface water treatment and water system planning; and 

(iii) Updated as needed to reflect current water treatment 
facility operations. 

(6) Pressure filters. Purveyors using pressure filters 
shall: 

(a) Inspect and evaluate the filters, at least every six 
months, for conditions that would reduce their effectiveness 
in removing Giardia lamblia cysts; 

(b) Maintain, and make available for department review, 
a written record of pressure filter inspections; and 

(c) Be prepared to conduct filter inspections in the pres- 
ence of a department representative, if requested. 


AMENDATORY SECTION (Amending WSR 17-01-062, 
filed 12/14/16, effective 1/14/17) 


WAC 246-290-660 Filtration. (1) Turbidity perfor- 
mance requirements. 

(a) The ((purveyer-shattensurethatthe)) turbidity level 
of representative filtered water samples must: 

(i) (Germpkes)) Comply with the performance standards 
in Table ((4H4)) 15 of this section; 

Gi) Never exceed((s)) 5.0 NTU for any system using 
slow sand, diatomaceous earth; 

Gii) Never exceed((s)) 1.0 NTU for any system using 
conventional, direct, or in-line filtration; and 

(iv) Never exceed((s)) the maximum allowable turbidity 
determined by the department on a case-by-case basis for any 
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system using an alternative filtration technology approved 
under WAC 246-290-676 (2)(b). 


Table ((44)) 15 
TURBIDITY PERFORMANCE STANDARDS 


Filtered water turbidity (in NTUs) shall be 
less than or equal to this value in at least 
95% of the measurements made each cal- 


Filtration Technology endar month 


Conventional, Direct and In- 


line 0.30 
Slow Sand 1.0 
Diatomaceous Earth 1.0 


Alternative Technology As determined by the department through 
case-by-case approval of technology, 


under WAC 246-290-676 (2)(b). 


(b) The department may allow the turbidity of filtered 
water from a system using slow sand filtration to exceed 1.0 
NTU, but never 5.0 NTU, if the system demonstrates to the 
department's satisfaction that the higher turbidity level will 
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not endanger the health of consumers served by the system. 
As a condition of being allowed to produce filtered water 
with a turbidity exceeding 1.0 NTU, the purveyor may be 
required to monitor one or more parameters in addition to the 
parameters specified under WAC 246-290-664. The depart- 
ment shall notify the purveyor of the type and frequency of 
monitoring to be conducted. 

(2) Giardia lamblia, 
removal credit. 

(a) The department shall notify the purveyor of the 
removal credit granted for the system's filtration process. The 
department shall specify removal credit for: 

(i) Existing filtration facilities based on periodic evalua- 
tions of performance and operation; and 

(ii) New or modified filtration facilities based on results 
of pilot plant studies or full scale operation. 


(b) Conventional, direct, and in-line filtration. 


(i) The removal credit the department may grant to a sys- 
tem using conventional, direct, or in-line filtration and 
demonstrating effective treatment is as follows: 


Cryptosporidium, and virus 


Percent Removal Credit (log) 


Filtration Technology Giardia Virus Cryptosporidium 
Percent log Percent log Percent log 

Conventional 99.7 2.5 99 2.0 99 2.0 

Direct and in-line 99 2.0 90 1.0 99 2.0 


(ii) A system using conventional, direct, or in-line filtra- 
tion shall be considered to provide effective treatment, if the 
purveyor demonstrates to the satisfaction of the department 
that the system meets the: 

(A) Turbidity performance requirements under subsec- 
tion (1) of this section; and 

(B) Operations requirements of WAC 246-290-654. 

(iii) The department shall not grant removal credit to a 
system using conventional, direct, or in-line filtration that: 

(A) Fails to meet the minimum turbidity performance 
requirements under subsection (1) of this section; or 

(B) Fails to meet the operating requirements under WAC 
246-290-654. 

(c) Slow sand filtration. 

The department may grant a system using slow sand fil- 
tration 99 percent (2-log) Giardia lamblia cyst and Crypto- 
sporidium oocyst removal credit and 99 percent (2-log) virus 
removal credit, if the system meets the department design 
requirements under WAC 246-290-676 and meets the mini- 
mumn turbidity performance requirements in subsection (1) of 
this section. 

(d) Diatomaceous earth filtration. 

The department may grant a system using diatomaceous 
earth filtration 99 percent (2-log) Giardia lamblia cyst and 
Cryptosporidium oocyst removal credit and 90 percent (1 
log) virus removal credit, if the system meets the department 
design requirements under WAC 246-290-676 and meets the 
minimum turbidity performance requirements in subsection 
(1) of this section. 

(e) Alternative filtration technology. 


Proposed 


The department shall grant, on a case-by-case basis, 
Giardia lamblia cyst, Cryptosporidium oocyst, and virus 
removal credit for systems using alternative filtration tech- 
nology based on results of product testing acceptable to the 
department. 

(f) The purveyor granted no Giardia lamblia cyst 
removal credit and no Cryptosporidium oocyst removal 
credit shall: 

(i) Provide treatment under WAC 246-290-662 (2)(d); 
and 

(ii) Within ninety days of department notification 
regarding removal credit, submit an action plan to the depart- 
ment for review and approval. The plan shall: 

(A) Detail how the purveyor plans to comply with the 
turbidity performance requirements in subsection (1) of this 
section and operating requirements of WAC 246-290-654; 
and 

(B) Identify the proposed schedule for implementation. 

(iii) Be considered in violation of the treatment tech- 
nique specified in WAC 246-290-632 (2)(a)(i) and shall take 
follow-up action specified in WAC 246-290-634. 

(g) Higher level removal credit. 

(1) The department may grant a higher level of Giardia 
lamblia, Cryptosporidium, and virus removal credit than 
listed under (b) through (e) of this subsection, if the purveyor 
demonstrates to the department's satisfaction that the higher 
level can be consistently achieved. 

(ii) As a condition of maintaining the maximum removal 
credit, purveyors may be required to periodically monitor one 
or more parameters not routinely monitored under WAC 246- 
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290-664. The department shall notify the purveyor of the type 
and frequency of monitoring to be conducted. 


(3) Disinfection byproduct precursor removal require- 
ments. 


(a) Conventional systems using sedimentation shall meet 
the treatment technique requirements for control of disinfec- 
tion byproduct precursors specified in 40 C.F.R. 141.135. 


(i) Applicability of this requirement shall be determined 
in accordance with 40 C.F.R. 141.135(a). 


(ii) Enhanced coagulation and enhanced softening shall 
be provided in accordance with 40 C.F.R. 141.135(b), if 
applicable. 


(iii) Compliance with the treatment technique require- 
ments for control of disinfection byproduct precursors shall 
be determined in accordance with 40 C.F.R. 141.135(c). 


(b) For the purposes of compliance with (a) of this sub- 
section, sedimentation shall be considered applicable when: 


(1) Surface overflow rates and other design parameters 
are in conformance with traditionally accepted industry stan- 
dards and textbook values, such as those prescribed in nation- 
ally accepted standards, including the most recent version of 
the Recommended Standards for Water Works, A Committee 
Report of the Great Lakes - Upper Mississippi River Board of 
State Public Health and Environmental Managers; and 


(ii) The system has received pathogen removal credit for 
the sedimentation basin. 


(4) Filter backwash recycling requirements. 


(a) Purveyors using conventional, direct, or in-line filtra- 
tion must report to the department, in writing, whether they 
recycle spent filter backwash water, thickener supernatant, or 
liquids from dewatering processes within the treatment plant. 
Purveyors that do recycle spent filter backwash water, thick- 
ener supernatant, or liquids from dewatering processes must 
also report the following information: 


(1) A plant schematic showing the origin of all flows that 
are recycled (including, but not limited to, spent filter back- 
wash water, thickener supernatant, and liquids from dewater- 
ing processes), the hydraulic conveyance (i.e., pipe, open 
channel) used to transport them, and the location where they 
are reintroduced back into the treatment plant. 


(11) Typical recycle flow in gallons per minute (gpm), the 
highest observed plant flow experienced in the previous year 
(gpm), design flow for the treatment plant (gpm), and the 
approved operating capacity for the plant. 


(b) Purveyors using conventional, direct, or in-line filtra- 
tion that recycle spent filter backwash water, thickener super- 
natant, or liquids from dewatering processes within the treat- 
ment plant shall: 


(i) Return the recycled flow prior to, or concurrent with 
the location where primary coagulant is introduced into the 
flow stream. 


(ii) By no later than June 8, 2006, complete any capital 
improvements (physical modifications requiring engineering 
planning, design, and construction) necessary to meet the 
requirements of (b)(i) of this subsection. 


(iii) On a case-by-case basis, the department may 
approve an alternate location for the return of recycle flows. 
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AMENDATORY SECTION (Amending WSR 10-20-068, 
filed 9/29/10, effective 11/1/10) 


WAC 246-290-686 Compliance requirements for 
unfiltered systems. (1) The purveyor using an unfiltered sur- 
face or GWI source shall comply with: 

(a) Subparts A and D of Part 6 of chapter 246-290 WAC; 
and 

(b) All other applicable sections of this chapter. 

(2) The purveyor purchasing water from a system using 
a surface or GWI source shall comply with: 

(a) The applicable requirements of Subpart A of Part 6 of 
chapter 246-290 WAC; 

(b) The disinfection, monitoring and reporting require- 
ments under WAC 246-290-692 (5)(b), 246-290-694 (8)(b) 
and 246-290-696(4) respectively when purchasing com- 
pletely treated surface or GWI water; or 

(c) The treatment technique, monitoring and reporting 
requirements as directed by the department when the pur- 
veyor is purchasing incompletely treated surface or GWI 
water. 

(3) The purveyor using an unfiltered GWI source shall 
be subject to the effective dates, compliance requirements, 
and violations specified in Table ((42)) 16 of this section. 


Table ((42)) 16 
COMPLIANCE REQUIREMENTS FOR 
SYSTEMS USING UNFILTERED GWI SOURCES 


REQUIRE- VIOLATION TYPE 
MENTS APPLICABLE 
BECOME PART 6 Turbidity Treatment 
EFFECTIVE REQUIREMENTS MCL Technique 
Sixmonths after | Only Analytical, Refer to 40 | Not in effect 
GWI determi- Monitoring and C.F.R. yet 
nation Reporting Require- 141.13 and 
ments (WAC 246-290- | 141.22 
638, 246-290-694 and 
246-290-696 respec- 
tively) 
Eighteen Subparts A and D No longer | In effect as 
months after in effect defined in 
GWI determi- WAC 246-290- 
nation 632 


(4) Purveyors of community systems using surface water 
sources had the option to remain unfiltered if they demon- 
strated compliance with the department's criteria to remain 
unfiltered by December 30, 1991. 

(5) A purveyor that served water to the public before 
January 1, 1991, using a GWI source may have that source 
remain unfiltered, if, within eighteen months of GWI deter- 
mination, the purveyor complies with Part 6 of this chapter 
and, the source water quality and site-specific conditions 
under WAC 246-290-690 or 246-290-691 as demonstrated 
through monitoring conducted in accordance with WAC 246- 
290-694. 

(6) The purveyor with sources that are approved to 
remain unfiltered shall comply with the source water quality 
and site-specific conditions under WAC 246-290-690 or 246- 
290-691 as demonstrated through monitoring conducted in 
accordance with WAC 246-290-694. 
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(7) The purveyor shall install filtration when the system 
fails to meet one or more of the source water quality and site- 
specific conditions under WAC 246-290-690 and 246-290- 
691, or the department determines that installation of filtra- 
tion is necessary to protect the health of consumers served by 
the water system. 

(8) The purveyor, in response to a written notification by 
the department, shall install filtration within eighteen months. 

(9) The purveyor may comply with the requirements to 
install filtration by: 

(a) Constructing a water treatment facility that is 
designed, operated, and maintained in accordance with Sub- 
parts A, B, and C of Part 6 of this chapter; 

(b) Satisfying the source water quality and site-specific 
criteria specified in WAC 246-290-691 and constructing 
treatment facilities that are designed, operated, and main- 
tained to provide a limited alternative to filtration in accor- 
dance with WAC 246-290-692; or 

(c) Abandoning the surface water or GWI source, and: 

(i) Developing an alternate, department-approved 
groundwater source; or 

(ii) Purchasing completely treated water from a depart- 
ment-approved public water system. 


AMENDATORY SECTION (Amending WSR 03-08-037, 
filed 3/27/03, effective 4/27/03) 


WAC 246-290-71002 Public notice content. (1) Public 
notices required under WAC 246-290-71001(1) ((sha)) 
must contain the elements and standard language required 
under 40 C.F.R. 141.205 (a), (b), and (d) and be presented in 
accordance with 40 C.F.R. 141.205 (c), except that notifica- 
tion of the availability of ((anregulated contaminant)) results 
required per 40 C.F.R. 141.40 and notification of an exceed- 
ance of the secondary MCL for fluoride ((skaH)) must be in 
accordance with WAC 246-290-71005. 

(2) Public notices required under WAC 246-290-71001 
(3)(a) and (c) for the issuance of a departmental order or cat- 
egory red operating permit ((shal)) must include: 

(a) A clear, concise, and simple explanation of the viola- 
tion; 

(b) Discussion of potential adverse health effects and any 
segments of the population that may be at higher risk; 

(c) Mandatory health effects information in accordance 
with WAC 246-290-71004(2); 

(d) A list of steps the purveyor has taken or is planning to 
take to remedy the situation; 

(e) A list of steps the consumer should take, including 
advice on seeking an alternative water supply if necessary; 

(f) The purveyor's name and telephone number; and 

(g) When appropriate, notices ((skaH)) must be bilingual 
or multilingual. 


Note: The purveyor may provide additional information to further 
explain the situation. 


AMENDATORY SECTION (Amending WSR 03-08-037, 
filed 3/27/03, effective 4/27/03) 


WAC 246-290-71004 Public notification mandatory 
language. (1) Public notice required under WAC 246-290- 
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71001(1) ((shal)) must contain any specific health effects 
language set forth in WAC 246-290-72012 in accordance 
with 40 C.F.R. 141.205 (d)(1) and other standard language in 
accordance with 40 C.F.R. 141.205 (d)(2) and (3), except that 
notification of the availability of ((unregulated contaminant) ) 
results required per 40 C.F.R. 141.40 and notification of the 
exceedance of the secondary MCL for fluoride ((shaH)) must 
be in accordance with WAC 246-290-71005. 

(2) The purveyor shall provide specific mandatory lan- 
guage, contained in department guidance, in its notification 
when the purveyor is issued a category red operating permit. 


AMENDATORY SECTION (Amending WSR 03-08-037, 
filed 3/27/03, effective 4/27/03) 


WAC 246-290-71006 ((Consumerinfermetion-)) 
Public notice for contaminants with a SAL and other 
unregulated contaminants. (1) The purveyor shall provide 
((censumerinformation)) public notice to the water system 
users ((avithin twenty-one-days-_of receipt of confirmation 
sampte+results)) when the department determines that a ((sub- 
stance notinehided inthis -chapteris-_confirmed atatevel 


greaterthana SAF- 
c ; I 


(a Netice-placedin-a-daily newspaper of general cireu- 
j j ef seneralcireutation fa 
daily newspaper-dees net serve the-affected-area: 
5) Di J 


#faNFNC-system;of 


(d Any—other-method approved _by _the—department:) 
contaminant exceeds a SAL listed in WAC 246-290-315, 
Table 9. 

(2) The public notice must be in conformance with the 
requirements under WAC 246-290-71001 through 246-290- 
71004 and based upon the public notice tier designation of 
the contaminant or group of contaminants in Table 17 of this 
section. 


TABLE 17 
PUBLIC NOTICE TIER DESIGNATION FOR CONTAMINANTS 
WITH A SAL 
Contaminant or 
Group of Public Notice 

Contaminants Tier Bioaccumulative 
DCPA acid Tier 2 No 
metabolites 
PFOA Tier 2 Yes 
PFOS Tier 2 Yes 
PFHxS Tier 2 Yes 
PFNA Tier 2 Yes 
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Contaminant or 
Group of Public Notice 
Contaminants Tier Bioaccumulative 
PFBS Tier 2 Yes 


(a) The purveyor shall complete public notice for an ini- 
tial exceedance of a Tier 1 designated SAL within twenty- 
four hours of confirmation, and for every subsequent quarter 
in which analytical results exceed a SAL. 

(b) The purveyor shall complete public notification for 
an initial exceedance of a Tier 2 designated SAL as soon as 
practical, but no less than within thirty days of exceeding the 
SAL per Table 9 in WAC 246-290-315, and every three 
months thereafter as long as the results continue to exceed the 
SAL per Table 9 in WAC 246-290-315, or as directed by the 
department. 

(3) The department may require public notice for other 
unregulated contaminants that are reported per requirements 
in WAC 246-390-075. 


AMENDATORY SECTION (Amending WSR 17-01-062, 
filed 12/14/16, effective 1/14/17) 


WAC 246-290-72001 Purpose and applicability of 
the consumer confidence report requirements. WAC 246- 
290-72001 through 246-290-72012 establishes minimum 
requirements for the content of annual reports that commu- 
nity water systems must deliver to their customers. WAC 
246-290-72013 establishes additional requirements for the 
content of annual reports that community water systems 
using groundwater must deliver to their customers. These 
reports must contain information on the quality of the water 
delivered by the systems and characterize the risks (if any) 
from exposure to contaminants detected in the drinking water 
in an accurate and understandable manner. 

(1) This section applies only to community water sys- 
tems. 

(2) For the purpose of WAC 246-290-72001 through 
246-290-72013: 

(a) "Customers" means billing units or service connec- 
tions to which water is delivered by a community water sys- 
tem. 


(b) "Detected" means at or above the (Gevels preseribed 
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(b) Maximum contaminant level or MCL: The highest 
level of a contaminant that is allowed in drinking water. 
MCLs are set as close to the MCLGs as feasible using the 
best available treatment technology. 

(2) A report for a community water system operating 
under a variance or an exemption issued under WAC 246- 
290-060 must include the following definition: Variances and 
exemptions: State or EPA permission not to meet an MCL or 
a treatment technique under certain conditions. 

(3) A report that contains data on contaminants that the 
Environmental Protection Agency regulates using any of the 
following terms must include the applicable definitions: 

(a) Treatment technique: A required process intended to 
reduce the level of a contaminant in drinking water. 

(b) Action level: The concentration of a contaminant 
which, if exceeded, triggers treatment or other requirements 
which a water system must follow. 

(c) Maximum residual disinfectant level goal or 
MRDLG: The level of a drinking water disinfectant below 
which there is no known or expected risk to health. MRDLGs 
do not reflect the benefits of the use of disinfectants to control 
microbial contaminants. 

(d) Maximum residual disinfectant level or MRDL: The 
highest level of a disinfectant allowed in drinking water. 
There is convincing evidence that addition of a disinfectant is 
necessary for control of microbial contaminants. 

(4) A report that contains level 1 or level 2 assessment 
information must include the applicable definitions: 

(a) Level 1 assessment: A level 1 assessment is a study of 
the water system to identify potential problems and deter- 
mine, if possible, why total coliform bacteria have been 
found in our water system. 

(b) Level 2 assessment: A level 2 assessment is a very 
detailed study of the water system to identify potential prob- 
lems and determine, if possible, why an E. coli MCL viola- 
tion has occurred and, if applicable, why total coliform bacte- 
ria have been found in our water system on multiple occa- 
sions. 

(5) A report that contains information regarding a detec- 
tion of a contaminant with a SAL must include the following 
definition: State action level (SAL) means the concentration 
of a contaminant in drinking water established to protect pub- 
lic health and which, if exceeded, triggers actions a water sys- 
tem must take. SALs are established for contaminants with- 


APOTE Bede ye): E ee By WAC 246-290-3007) for 


out an MCL, federal action level, or treatment technique. 


CER 141434 neers oie and erased fay 
erabevethetevels_preseribed by 490 CER 141 25(e)} for 


radieactive-contaminants)) SDRLs under chapter 246-390 
WAC. 


AMENDATORY SECTION (Amending WSR 17-01-062, 
filed 12/14/16, effective 1/14/17) 


WAC 246-290-72004 Report contents—Definitions. 
(1) Each report must include the following definitions: 

(a) Maximum contaminant level goal or MCLG: The 
level of a contaminant in drinking water below which there is 
no known or expected risk to health. MCLGs allow for a mar- 
gin of safety. 


AMENDATORY SECTION (Amending WSR 17-01-062, 
filed 12/14/16, effective 1/14/17) 


WAC 246-290-72005 Report contents—Information 
on detected contaminants. (1) This section specifies the 
requirements for information to be included in each report for 
contaminants subject to mandatory monitoring. It applies to: 

(a) Contaminants subject to an MCL, federal action 
level, ((Giaxtmumtresidual disinfectanttevelormtreatment 
teehnique)) SAL, TT, or MRDL (regulated contaminants); 
and 

(b) Detected ((aaregulated)) contaminants without an 
MCL, federal action level, SAL, TT, or MRDL for which 
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monitoring is required ((uader-WAC246290-30040}-and 
40-CER-H0-40-and 


(e} Disinfection _bypreducts_fer which mentoring is 
j andor 


WAC 246-290-300 FR-H4443-exeeptas-pre- 
videdunder WAC 246-290-72.006(), and-whieh are detected 
tthe tinishedwater)). 

(2) The data relating to these contaminants must be dis- 
played in one table or in several adjacent tables. Any addi- 
tional monitoring results which a community water system 
chooses to include in its report must be displayed separately. 

(3) The data must be derived from data collected to com- 
ply with EPA and state monitoring and analytical require- 
ments during the previous calendar year except ((that: 

€a))) where a system is allowed to monitor for regulated 
contaminants less than once a year, the table(s) must include 
the date and results of the most recent sampling and the report 
must include a brief statement indicating that the data pre- 
sented in the report are from the most recent testing done in 
accordance with the regulations. No data older than five years 
need be included. 


(( Sa ect i 4O CER, 


five-yearsfrom+the-date-ofHast-sample-oruntH-any-ofthe 


tine monitoring requirements whichevercomes first )) 

(4) For detected regulated contaminants listed in WAC 
246-290-72012, the table(s) must contain: 

(a) The MCL or SAL for that contaminant expressed as a 
number equal to or greater than 1.0 (as provided in WAC 
246-290-72012); 

(b) The MCLG for that contaminant expressed in the 
same units as the MCL; 

(c) If there is no MCL or SAL for a detected contami- 
nant, the table must indicate that there is a treatment tech- 
nique, or specify the action level, applicable to that contami- 
nant, and the report must include the definitions for treatment 
technique and/or action level, as appropriate, specified in 
WAC 246-290-72004; 

(d) For contaminants ((subjeette-an- MEL)) with a SAL 
or contaminants with an established MCL, except turbidity, 
((tetatLeelferm,)) and E. coli, the highest contaminant level 
used to determine compliance with a SAL or a National Pri- 
mary Drinking Water Regulation and the range of results, as 
follows: 

(i) When compliance with the MCL or SAL is deter- 
mined annually or less frequently: The highest detected level 
at any sampling ((peint)) location and the range of results 
expressed in the same units as the MCL or SAL. 

(ii) When compliance with the MCL or SAL is deter- 
mined by calculating a running annual average of all samples 
taken at a sampling ((peist)) location: The highest average of 
any of the sampling ((petsts)) locations and the range of all 
sampling ((peints)) locations expressed in the same units as 
the MCL or SAL. For the TTHM and HAAS MCLs deter- 
mined on the basis of the LRAA, systems must include the 
highest LRAA for TTHM and HAAS and the range of indi- 
vidual sample results for all monitoring locations expressed 
in the same units as the MCL. If more than one location 
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exceeds the TTHM or HAAS MCL, the system must include 
the LRAA for all locations that exceed the MCL. 

(iii) When compliance with the MCL is determined on a 
system-wide basis by calculating a running annual average of 
all samples at all sampling points: The average and range of 
detection expressed in the same units as the MCL. The sys- 
tem is required to include individual sample results for the 
IDSE conducted under WAC 246-290-300 (6)(b)(i)(F) when 
determining the range of TTHM and HAAS results to be 
reported in the annual consumer confidence report for the cal- 
endar year that the IDSE samples were taken. 

(iv) Note to WAC 246-290-72005 (4)(d): When round- 
ing of results to determine compliance with the MCL or SAL 
is allowed by the regulations, rounding should be done prior 
to multiplying the results by the factor listed in WAC 246- 
290-72012; 

(e) For turbidity. 

(i) When it is reported under chapter 246-290 WAC Part 
6, Subpart C: The highest average monthly value. 

(ii) When it is reported under the requirements of chapter 
246-290 WAC Part 6, Subpart D: The highest monthly value. 
The report should include an explanation of the reasons for 
measuring turbidity. 

(iii) When it is reported under chapter 246-290 WAC 
Part 6, Subpart B: The highest single measurement and the 
lowest monthly percentage of samples meeting the turbidity 
limits specified in chapter 246-290 WAC Part 6, Subpart B 
for the filtration technology being used. The report should 
include an explanation of the reasons for measuring turbidity; 

(f) For lead and copper: The 90th percentile value of the 
most recent round of sampling and the number of sampling 
sites exceeding the action level; 

(g) For E. coli analytical results under WAC 246-290- 
300 (3)(e) through (g): The total number of positive samples; 
and 

(h) The likely source(s) of detected contaminants to the 
best of the purveyor's knowledge. Specific information 
regarding contaminants may be available in sanitary surveys 
and source water assessments, and should be used when 
available to the purveyor. If the purveyor lacks specific infor- 
mation on the likely source, the report must include one or 
more of the typical sources for that contaminant listed in 
WAC 246-290-72012 which are most applicable to the sys- 
tem. 

(5) If a community water system distributes water to its 
customers from multiple hydraulically independent distribu- 
tion systems that are fed by different raw water sources, the 
table should contain a separate column for each service area 
and the report should identify each separate distribution sys- 
tem. Alternatively, systems could produce separate reports 
tailored to include data for each service area. 

(6) The table(s) must clearly identify any data indicating 
violations of MCLs, MRDLs, or treatment techniques and the 
report must contain a clear and readily understandable expla- 
nation of the violation including: The length of the violation, 
the potential adverse health effects, and actions taken by the 
system to address the violation. To describe the potential 
health effects, the system must use the relevant language of 
WAC 246-290-72012. 
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(7) ((Fet-detectedunregulated)) Detected contaminants without a MCL, SAL, federal action level, TT or MRDL for which 
monitoring is required, the table((¢s})) must contain the average and range at which the contaminant was detected. The report 
may include a brief explanation of the reasons for monitoring for unregulated contaminants. 


AMENDATORY SECTION (Amending WSR 17-01-062, filed 12/14/16, effective 1/14/17) 
WAC 246-290-72012 Regulated contaminants. 


((teaditional 
MCE in me/L)) To convert 
MCL or SAL lab results MCL or 
(units match lab for CCR, SAL in MCLG in | Major Sources in 
Contaminant (((anits))) results) multiply by CCR units CCR units Drinking Water Health Effects Language 
Microbiological Contaminants 
Total Coliform Bacteria TT TT (4A) 0 Naturally pres- Coliforms are bacteria that are natu- 
ent in the envi- rally present in the environment and 
ronment are used as an indicator that other, 
potentially harmful, waterborne 
pathogens may be present or that a 
potential pathway exists through 
which contamination may enter the 
drinking water distribution system. 
We found coliforms indicating the 
need to look for potential problems in 
water treatment or distribution. When 
this occurs, we are required to con- 
duct assessment(s) to identify prob- 
lems and to correct any problems that 
were found during these assessments. 
E. coli Routine and Routine and 0 Human and ani- | E. coli are bacteria whose presence 
repeat samples repeat samples mal fecal waste indicates that the water may be con- 
are total coli- are total coli- taminated with human or animal 
form-positive form-positive wastes. Human pathogens in these 
and either is £. and either is E. wastes can cause short-term effects, 
coli-positive or coli-positive or such as diarrhea, cramps, nausea, 
system fails to system fails to headaches, or other symptoms. They 
take repeat sam- take repeat may pose a greater health risk for 
ples following samples fol- infants, young children, the elderly, 
E. coli-positive lowing E. coli- and people with severely-compro- 
routine sample positive routine mised immune systems. 
or system fails sample or sys- 
to analyze total tem fails to 
coliform-posi- analyze total 
tive repeat sam- coliform-posi- 
ple for E. coli. tive repeat 
sample for £E. 
coli. 
Fecal indicators (E. coli) | TT TT (A) 0 Human and ani- | Fecal indicators are microbes whose 


mal fecal waste 


presence indicates that the water may 
be contaminated with human or ani- 
mal wastes. Microbes in these wastes 
can cause short-term health effects, 
such as diarrhea, cramps, nausea, 
headaches, or other symptoms. They 
may pose a special health risk for 
infants, young children, some of the 
elderly, and people with severely 
compromised immune systems. 
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Contaminant ((@mnits})) 


((traditienal 
MCL in me/L)) 
MCL or SAL 


To convert 
lab results 


(units match lab 
results) 


for CCR, 
multiply by 


MCL or 
SAL in 
CCR units 


MCLG in 
CCR units 


Major Sources in 
Drinking Water 


Health Effects Language 


Total organic carbon 


(ep) 


TT 


TT 


N/A 


Naturally pres- 
ent in the envi- 
ronment 


Total organic carbon (TOC) has no 
health effects. However, total organic 
carbon provides a medium for the for- 
mation of disinfection byproducts. 
These byproducts include trihalo- 
methanes (THMs) and haloacetic 
acids (HAAs). Drinking water con- 
taining these byproducts in excess of 
the MCL may lead to adverse health 
effects, liver or kidney problems, or 
nervous system effects, and may lead 
to an increased risk of getting cancer. 


Turbidity (FUY) 


TT 


TT 


N/A 


Soil runoff 


Turbidity has no health effects. How- 
ever, turbidity can interfere with dis- 
infection and provide a medium for 
microbial growth. Turbidity may 
indicate the presence of disease-caus- 
ing organisms. These organisms 
include bacteria, viruses, and para- 
sites that can cause symptoms such as 
nausea, cramps, diarrhea and associ- 
ated headaches. 


Giardia lamblia Viruses 
Cryptosporidium 


TT 


TT 


(A) 0 


Human and ani- 
mal fecal waste 


Inadequately treated water may con- 
tain disease-causing organisms. 
These organisms include bacteria 
viruses, and parasites which can 
cause symptoms such as nausea, 
cramps, diarrhea, and associated 
headaches. 


Heterotrophic plate count 
(HPC) bacteria 


TT 


TT 


N/A 


HPC measures a 
range of bacteria 
that are naturally 
present in the 
environment 


Inadequately treated water may con- 
tain disease-causing organisms. 
These organisms include bacteria 
viruses, and parasites which can 
cause symptoms such as nausea, 
cramps, diarrhea, and associated 
headaches. 


Legionella 


TT 


TT 


((NAA)) 0 


Found naturally 
in water; multi- 
plies in heating 
systems 


Inadequately treated water may con- 
tain disease-causing organisms. 
These organisms include bacteria 
viruses, and parasites which can 
cause symptoms such as nausea, 
cramps, diarrhea, and associated 
headaches. 


Radioactive Contaminants 


Beta/photon emitters 


(Creme) 


4 mrem/yr 


(AFA) 0 


Decay of natural 
and man-made 
deposits 


Certain minerals are radioactive and 
may emit forms of radiation known as 
photons and beta radiation. Some 
people who drink water containing 
beta and photon emitters in excess of 
the MCL over many years may have 
an increased risk of getting cancer. 


Alpha emitters (((»Gi/))) 


[gross alpha excluding ura- 


nium and radon 


15 pCi/l 


15 (pCi/L) 


(NA) 0 


Erosion of natu- 
ral deposits 


Certain minerals are radioactive and 
may emit a form of radiation known 
as alpha radiation. Some people who 
drink water containing alpha emitters 
in excess of the MCL over many 
years may have an increased risk of 
getting cancer. 
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((teaditional 
MCE in me/L)) To convert 
MCL or SAL lab results MCL or 
(units match lab for CCR, SAL in MCLG in | Major Sources in 
Contaminant ((f@nits})) results) multiply by CCR units CCR units Drinking Water Health Effects Language 
Combined radium 5 pCi/1 - 5 (pCi/L) (CN4A)) 0 Erosion of natu- | Some people who drink water con- 
((@GHD)) [226 & 228 ral deposits taining radium 226 or 228 in excess 
of the MCL over many years may 
have an increased risk of getting can- 
cer. 
Uranium (((pGi/))) 30 ((miere-gA)) | - 30 ppb 0 Erosion of natu- | Some people who drink water con- 
ppb ral deposits taining uranium in excess of the MCL 
over many years may have an 
increased risk of getting cancer and 
kidney toxicity. 
Inorganic Contaminants 
Antimony (((ppb))) .006 ppm 1000 6 ppb 6 ppb Discharge from Some people who drink water con- 
petroleum refin- | taining antimony well in excess of the 
eries; fire retar- MCL over many years could experi- 
dants; ceramics; | ence increases in blood cholesterol 
electronics; sol- | and decreases in blood sugar. 
der 
Arsenic ((€ppb))) 0.010 ppm 1000 10 ppb 0 Erosion of natu- | Some people who drink water con- 
ral deposits; Run- | taining arsenic in excess of the MCL 
off from over many years could experience 
orchards; Runoff | skin damage or problems with their 
from glass and circulatory system, and may have an 
electronics pro- increased risk of getting cancer. 
duction wastes 
Asbestos (MEÐ) 7 MFL - 7 MFL 7 MFL Decay of asbes- | Some people who drink water con- 
tos cement water | taining asbestos in excess of the MCL 
mains; Erosionof | over many years may have an 
natural deposits | increased risk of developing benign 
intestinal polyps. 
Barium (((pp#3))) 2 ppm - 2 ppm 2 ppm Discharge of Some people who drink water con- 
drilling wastes; taining barium in excess of the MCL 
Discharge from over many years could experience an 
metal refineries; | increase in their blood pressure. 
Erosion of natu- 
ral deposits 
Beryllium ((@pb))) .004 ppm 1000 4 ppb 4 ppb Discharge from Some people who drink water con- 
metal refineries taining beryllium well in excess of the 
and coal-burning | MCL over many years could develop 
factories; Dis- intestinal lesions. 
charge from elec- 
trical, aerospace, 
and defense 
industries 
Cadmium ((ppb})) .005 ppm 1000 5 ppb 5 ppb Corrosion of gal- | Some people who drink water con- 
vanized pipes; taining cadmium in excess of the 
Erosion of natu- | MCL over many years could experi- 
ral deposits; Dis- | ence kidney damage. 
charge from 
metal refineries; 
Runoff from 
waste batteries 
and paints 
Chromium (((ppb})) 1 ppm 1000 100 ppb 100 ppb Discharge from Some people who use water contain- 


steel and pulp 
mills; Erosion of 
natural deposits 


ing chromium well in excess of the 
MCL over many years could experi- 
ence allergic dermatitis. 
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((teaditional 
MCE in me/L)) To convert 
MCL or SAL lab results MCL or 
(units match lab for CCR, SAL in MCLG in | Major Sources in 
Contaminant ((f@nits})) results) multiply by CCR units CCR units Drinking Water Health Effects Language 
Copper (p) TT - TT 1.3 ppm Corrosion of Copper is an essential nutrient, but 
AL = 1.3 ppm AL = 1.3 ppm household some people who drink water con- 
plumbing sys- taining copper in excess of the action 
tems; Erosion of | level over a relatively short amount of 
natural deposits | time could experience gastrointestinal 
distress. Some people who drink 
water containing copper in excess of 
the action level over many years 
could suffer liver or kidney damage. 
People with Wilson's Disease should 
consult their personal doctor. 
Cyanide (((ppb))) .2 ppm 1000 200 ppb 200 ppb Discharge from Some people who drink water con- 
steel/metal facto- | taining cyanide well in excess of the 
ries; Discharge MCL over many years could experi- 
from plastic and | ence nerve damage or problems with 
fertilizer facto- their thyroid. 
ries 
Fluoride ((€ppr))) 4 ppm - 4 ppm 4 ppm Erosion of natu- | Some people who drink water con- 
ral deposits; taining fluoride in excess of the MCL 
Water additive over many years could get bone dis- 
which promotes | ease, including pain and tenderness of 
strong teeth; Dis- | the bones. Fluoride in drinking water 
charge from fer- | at half the MCL or more may cause 
tilizer and alumi- | mottling of children's teeth, usually in 
num factories children less than nine years old. 
Mottling, also known as dental fluo- 
rosis, may include brown staining 
and/or pitting of the teeth, and occurs 
only in developing teeth before they 
erupt from the gums. 
Lead ((€ppb))) TT 1000 TT 0 Corrosion of Infants and children who drink water 
AL = .015 ppm AL = 15 ppb household containing lead in excess of the action 
plumbing sys- level could experience delays in their 
tems; Erosion of | physical or mental development. 
natural deposits | Children could show slight deficits in 
attention span and learning abilities. 
Adults who drink this water over 
many years could develop kidney 
problems or high blood pressure. 
Mercury [inorganic] .002 ppm 1000 2 ppb 2 ppb Erosion of natu- | Some people who drink water con- 
((€ppb))) ral deposits; Dis- | taining inorganic mercury well in 
charge from excess of the MCL over many years 
refineries and could experience kidney damage. 
factories; Runoff 
from landfills; 
Runoff from 
cropland 
Nitrate (((ppm))) ((48)) - ((48)) ((46)) Runoff from fer- | Infants below the age of six months 
10.0 ppm 10.0 ppm tilizer use; who drink water containing nitrate in 
Leaching from excess of the MCL could become 
septic tanks, sew- | seriously ill and, if untreated, may 
age; Erosion of die. Symptoms include shortness of 
natural deposits | breath and blue baby syndrome. 
Nitrite (((ppm))) (®©) 1.0 ppm - (H) 1.0 ppm ((4)) 1.0 Runoff from fer- | Infants below the age of six months 
ppm tilizer use; who drink water containing nitrite in 
Leaching from excess of the MCL could become 
septic tanks, sew- | seriously ill and, if untreated, may 
age; Erosion of die. Symptoms include shortness of 
natural deposits | breath and blue baby syndrome. 
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((teaditional 
MCE in me/L)) To convert 
MCL or SAL lab results MCL or 
(units match lab for CCR, SAL in MCLG in | Major Sources in 
Contaminant ((f@@nits})) results) multiply by CCR units CCR units Drinking Water Health Effects Language 

Selenium (((ppb))) .05 ppm 1000 50 ppb 50 ppb Discharge from Selenium is an essential nutrient. 
petroleum and However, some people who drink 
metal refineries; | water containing selenium in excess 
Erosion of natu- | of the MCL over many years could 
ral deposits; Dis- | experience hair or fingernail losses, 
charge from numbness in fingers or toes, or prob- 
mines lems with their circulation. 

Thallium (((ppb))) .002 ppm 1000 2 ppb 0.5 ppb Leaching from Some people who drink water con- 
ore-processing taining thallium in excess of the MCL 
sites; Discharge | over many years could experience 
from electronics, | hair loss, changes in their blood, or 
glass, and drug problems with their kidneys, intes- 
factories tines, or liver. 

Disinfection Byproducts (DBPs) 

Bromate 010 ppm 1000 10 ppb 0 Byproduct of Some people who drink water con- 
drinking water taining bromate in excess of the MCL 
disinfection over many years may have an 

increased risk of getting cancer. 

Chloramines MRDL = 4 ppm | - MRDL = 4 MRDLG= | Water additive Some people who use drinking water 

ppm 4 ppm used to control containing chloramines well in excess 
microbes of the MRDL could experience irri- 
tating effects to their eyes and nose. 
Some people who drink water con- 
taining chloramines well in excess of 
the MRDL could experience stomach 
discomfort or anemia. 
Chlorine MRDL = 4 ppm | - MRDL = 4 MRDLG= | Water additive Some people who use drinking water 
ppm 4 ppm used to control containing chlorine well in excess of 
microbes the MRDL could experience irritating 
effects to their eyes and nose. Some 
people who drink water containing 
chlorine well in excess of the MRDL 
could experience stomach discom- 
fort. 

Chlorite 1 ppm = 1 ppm 0.8 ppm Byproduct of Some infants and young children who 
drinking water drink water containing chlorite in 
disinfection excess of the MCL could experience 

nervous system effects. Similar 
effects may occur in fetuses of preg- 
nant mothers who drink water con- 
taining chlorite in excess ofthe MCL. 
Some people may experience anemia. 
Chlorine dioxide MRDL = 1000 MRDL = 800 MRDLG= | Water additive Some infants and young children who 
.8 ppm ppb 800 ppb used to control drink water containing chlorine diox- 
microbes ide in excess of the MRDL could 


experience nervous system effects. 
Similar effects may occur in fetuses 
of pregnant mothers who drink water 
containing chlorine dioxide in excess 
of the MRDL. Some people may 


experience anemia. 
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((teaditional 
MCE in me/L)) To convert 
MCL or SAL lab results MCL or 
(units match lab for CCR, SAL in MCLG in | Major Sources in 
Contaminant ((@##s))) results) multiply by CCR units CCR units Drinking Water Health Effects Language 

Haloacetic Acids (HAAS) | 60 ppb = 60 ppb N/A for Byproduct of Some people who drink water con- 
combined drinking water taining haloacetic acids in excess of 
dichloroace- | disinfection the MCL over many years may have 
tic acid = 0; an increased risk of getting cancer. 
monochlo- 
roacetic. 
acid = 70_ 
ppb: trichlo- 
roacetic. 
acid = 20. 
ppb 

Total Trihalomethanes 80 ppb = 80 ppb N/A Byproduct of Some people who drink water con- 

TTHMs (chloro- drinking water taining trihalomethanes in excess of 

form = 70 disinfection the MCL over many years may expe- 
ppb: dibro- rience problems with their liver, kid- 
mochloro- neys, or central nervous systems, and 
methane = may have an increased risk of getting 
60 ppb: bro- cancer. 
moform=0; 
bromodi- 
chlorometh- 
ane = 0) 

Synthetic Organic Contaminants including Pesticides and Herbicides 

2,4-D ((€ppb))) ((-97)) 70 ppb ((4099)) - 70 ppb 70 ppb Runoff from her- | Some people who drink water con- 
bicide used on taining the weed killer 2,4-D well in 
row crops excess of the MCL over many years 

could experience problems with their 
kidneys, liver, or adrenal glands. 
2,4,5-TP [Silvex](((ppb})) | ((-85)) 50 ppb ((4099)) - 50 ppb 50 ppb Residue of Some people who drink water con- 
banned herbicide | taining silvex in excess of the MCL 
over many years could experience 
liver problems. 
((Aerylamide FF - FF 9 AddedHtowater | Seomepeoplkewhodrink-watereon- 
SE 
ment problemswith theit nervous syste: 
: 
i i -)) 

Alachlor ((€ppb))) ((-002)) 2 ppb ((4008)) - 2 ppb 0 Runoff from her- | Some people who drink water con- 
bicide used on taining alachlor in excess of the MCL 
row crops over many years could have problems 

with their eyes, liver, kidneys, or 
spleen, or experience anemia, and 
may have an increased risk of getting 
cancer. 

Atrazine (((ppb))) ((-003)) 3 ppb ((4000)) - 3 ppb 3 ppb Runoff from her- | Some people who drink water con- 
bicide used on taining atrazine well in excess of the 
row crops MCL over many years could experi- 

ence problems with their cardiovas- 
cular system or reproductive difficul- 
ties. 

Benzo(a)pyrene [PAH] ((-8992)) .2 ppb | ((4,000;090)) | 200 ppt 0 Leaching from Some people who drink water con- 

((Gaanegrams/))) 1000 linings of water | taining benzo(a)pyrene in excess of 


storage tanks and 
distribution lines 


the MCL over many years may expe- 
rience reproductive difficulties and 
may have an increased risk of getting 
cancer. 
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Carbofuran (((ppb))) ((-84)) 40 ppb ((4099)) - 40 ppb 40 ppb Leaching of soil | Some people who drink water con- 
fumigant used on | taining carbofuran in excess of the 
rice and alfalfa MCL over many years could experi- 
ence problems with their blood, or 
nervous or reproductive systems. 
Chlordane ((€ppb))) ((-002)) 2 ppb ((4008)) - 2 ppb 0 Residue of Some people who drink water con- 
banned termiti- taining chlordane in excess of the 
cide MCL over many years could experi- 
ence problems with their liver or ner- 
vous system, and may have an 
increased risk of getting cancer. 
Dalapon (((ppb))) ((2)) 200 ppb ((4099)) - 200 ppb 200 ppb Runoff from her- | Some people who drink water con- 
bicide used on taining dalapon well in excess of the 
rights of way MCL over many years could experi- 
ence minor kidney changes. 
Di(2-ethylhexyl) adipate ((-4)) 400 ppb ((4099)) - 400 ppb 400 ppb Discharge from Some people who drink water con- 
(ppb) chemical facto- taining di (2-ethylhexyl) adipate well 
ries in excess of the MCL over many 
years could experience toxic effects 
or reproductive difficulties. 
Di(2-ethylhexyl) phthal- ((-006)) 6 ppb ((4008)) - 6 ppb 0 Discharge from Some people who drink water con- 
ate (((ppb))) rubber and chem- | taining di (2-ethylhexyl) phthalate 
ical factories well in excess of the MCL over many 
years may have problems with their 
liver, or experience reproductive dif- 
ficulties, and may have an increased 
risk of getting cancer. 
Dibromochloropropane ((:00902)) .2 ppb | ((4,000;000)) | 200 ppt 0 Runoff/leaching | Some people who drink water con- 
((€ppt))) [DBCP 1000 from soil fumi- taining DBCP in excess of the MCL 
gant used on soy- | over many years could experience 
beans, cotton, reproductive problems and may have 
pineapples, and an increased risk of getting cancer. 
orchards 
Dinoseb (((ppb))) ((-097)) 7 ppb ((4000)) - 7 ppb 7 ppb Runoff from her- | Some people who drink water con- 
bicide used on taining dinoseb well in excess of the 
soybeans and MCL over many years could experi- 
vegetables ence reproductive difficulties. 
evermanyyears-could get cataracts-)) 
Dioxin [2,3,7,8-TCDD] ((-88900003)) ((4,000,000,00 | 30 ppb 0 Emissions from | Some people who drink water con- 
(EeP) .03 ppt 8)) waste incinera- taining dioxin in excess of the MCL 
1,000 tion and other over many years could experience 
combustion; Dis- | reproductive difficulties and may 
charge from have an increased risk of getting can- 
chemical facto- cer. 
ries 
((EndothalHppb} z+ +000 +00 +00 Runofffromher- | Some people-who-drink-water con- 
MCE ever many-years-could-experi- 
ence-problems-with their stomach-or 
intestines-)) 
Diquat .02 ppb 1000 20 ppt 20 ppt Runoff from her- | Some people who drink water con- 
bicide use taining diquat in excess of the MCL 
over many years could get cataracts. 
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Endothall 100 ppb = 100 ppb 100 ppb Runoff from her- | Some people who drink water con- 

bicide use taining endothall in excess of the 
MCL over many years could experi- 
ence problems with their stomach or 
intestines. 

Endrin (:002)) 2 ppb ((4008)) - 2 ppb 2 ppb Residue of Some people who drink water con- 
banned insecti- taining endrin in excess of the MCL 
cide over many years could experience 

liver problems. 

((Epichtorehy dria FF - FF 9 PDisehargefronm | Semepeoplkewhodrinkwatereon- 
ehemicals eet)) 

Ethylene dibromide ((-89905)) .05 | ((4000,000)) | 50 ppt 0 Discharge from Some people who drink water con- 

(EPD) ppb 1000 petroleum refin- | taining ethylene dibromide in excess 
eries of the MCL over many years could 

experience problems with their liver, 

stomach, reproductive system, or kid- 
neys, and may have an increased risk 
of getting cancer. 

Glyphosate (((ppb))) ((-#)) 700 ppb ((4099)) - 700 ppb 700 ppb Runoff from her- | Some people who drink water con- 
bicide use taining glyphosate in excess of the 

MCL over many years could experi- 
ence problems with their kidneys or 
reproductive difficulties. 

Heptachlor ((ppt))) ((:00904)) .4 ppb | ((4,000;090)) | 400 ppt 0 Residue of Some people who drink water con- 

1000 banned pesticide | taining heptachlor in excess of the 
MCL over many years could experi- 
ence liver damage and may have an 
increased risk of getting cancer. 

Heptachlor epoxide ((-8992)) .2 ppb | ((4,000;090)) | 200 ppt 0 Breakdown of Some people who drink water con- 

(Ep) 1000 heptachlor taining heptachlor epoxide in excess 

of the MCL over many years could 
experience liver damage, and may 
have an increased risk of getting can- 
cer. 

Hexachlorobenzene (00+) 1 ppb ((4099)) - 1 ppb 0 Discharge from Some people who drink water con- 

((€ppb))) metal refineries taining hexachlorobenzene in excess 
and agricultural | of the MCL over many years could 
chemical facto- experience problems with their liver 
ries or kidneys, or adverse reproductive 

effects, and may have an increased 
risk of getting cancer. 

Hexachlorocyclo-pentadi- | ((-65)) 50 ppb ((4099)) - 50 ppb 50 ppb Discharge from Some people who drink water con- 

ene (((ppb))) chemical facto- taining hexachlorocyclopentadiene 
ries well in excess of the MCL over many 

years could experience problems with 
their kidneys or stomach. 

Lindane (((ppt))) ((:00902)) .2 ppb | ((4,000;000)) | 200 ppt 200 ppt Runoff/leaching | Some people who drink water con- 

1000 from insecticide | taining lindane in excess of the MCL 

used on cattle, over many years could experience 
lumber, gardens | problems with their kidneys or liver. 

Methoxychlor ((€ppb))) ((-04)) 40 ppb ((4000)) - 40 ppb 40 ppb Runoff/leaching | Some people who drink water con- 
from insecticide | taining methoxychlor in excess of the 
used on fruits, MCL over many years could experi- 
vegetables, ence reproductive difficulties. 
alfalfa, livestock 
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Oxamyl] [Vydate] ((€ppb))) | ((2)) 200 ppb ((4099)) - 200 ppb 200 ppb Runoff/leaching | Some people who drink water con- 
from insecticide | taining oxamyl in excess of the MCL 
used on apples, over many years could experience 
potatoes and slight nervous system effects. 
tomatoes 

PCBs [Polychlorinated ((:0095)) .5 ppb | ((4,000;000)) | 500 ppt 0 Runoff from Some people who drink water con- 

biphenyls] ((¢ppt))) 1000 landfills; Dis- taining PCBs in excess of the MCL 
charge of waste over many years could experience 
chemicals changes in their skin, problems with 

their thymus gland, immune deficien- 
cies, or reproductive or nervous sys- 
tem difficulties, and may have an 
increased risk of getting cancer. 

Pentachlorophenol (09+) 1 ppb ((4899)) - 1 ppb 0 Discharge from Some people who drink water con- 

((ppbÐ) wood preserving | taining pentachlorophenol in excess 
factories of the MCL over many years could 

experience problems with their liver 
or kidneys, and may have an 
increased risk of getting cancer. 

PFOA 10 ppt = 10 ppt N/A Run-off or leach- | Some people who drink water con- 
ing from fire- taining PFOA in excess of the SAL 
fighting foam, over many years may experience 
industrial dis- problems with their cholesterol, liver. 
charge, and land- | thyroid or immune system; have high 
fills; wastewater | blood pressure during pregnancy. 
treatment plants | have babies with lower birthweights; 

and be at higher risk of getting certain 
types of cancers. When water levels 
of PFOA are much higher than the 
SAL, shorter periods of exposure are 
of concern. 

PFOS 15 ppt = 15 ppt N/A Run-off or leach- | Some people who drink water con- 
ing from fire- taining PFOS in excess of the SAL 
fighting foam, over many years may experience 
industrial dis- problems with their cholesterol, liver. 
charge, and land- | thyroid, kidney, or immune systems; 
fills; wastewater | or have children with lower birth- 
treatment plants | weights. When water levels of PFOS 

are much higher than the SAL, 
shorter periods of exposure are of 
concern. 

PFHxS 65 ppt = 65 ppt N/A Run-off or leach- | Some people who drink water con- 


ing from fire- 


taining PFHXxS in excess of the SAL 


fighting foam, 


over many years may experience liver 


industrial dis- 


or immune problems, or thyroid hor- 


charge, and land- 


mone problems during pregnancy and 


fills; wastewater 


infancy. It is possible that exposed 


treatment plants 


children may have increased risk of 


abnormal behavior. When water lev- 
els of PFHxS are much higher than 
the SAL, shorter periods of exposure 
are of concern. 
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PFNA 9 ppt = 9 ppt N/A Run-off or leach- | Some people who drink water con- 
ing from fire- taining PFNA in excess of the SAL 
fighting foam, over many years may experience cho- 
industrial dis- lesterol, immune, liver or reproduc- 
charge, and land- | tive problems. Children exposed pre- 
fills; wastewater | natally may have lower birthweights 
treatment plants | and increased risk of abnormal devel- 

opment. When water levels of PFNA 
are much higher than the SAL, 
shorter periods of exposure are of 
concern. 

PFBS. 345 ppt = 345 ppt N/A Run-off or leach- | Some people who drink water con- 
ing from fire- taining PFBS in excess of the SAL 
fighting foam, may experience higher risk of choles- 
industrial dis- terol, liver, kidney or thyroid prob- 
charge, and land- | lems. Early life is the most sensitive 
fills: wastewater | period for altered thyroid hormone; 
treatment plants | sensitive populations include persons 

who are pregnant, nursing or less than 
a year old. 

Picloram (((ppb))) ((-5)) 500 ppb ((4008)) - 500 ppb 500 ppb Herbicide runoff | Some people who drink water con- 
taining picloram in excess of the 
MCL over many years could experi- 
ence problems with their liver. 

Simazine (((ppb))) ((-894)) 4 ppb ((4099)) - 4 ppb 4 ppb Herbicide runoff | Some people who drink water con- 

taining simazine in excess of the 
MCL over many years could experi- 
ence problems with their blood. 

Toxaphene ((¢ppb))) ((-893)) 3 ppb ((4099)) - 3 ppb 0 Runoff/leaching | Some people who drink water con- 
from insecticide | taining toxaphene in excess of the 
used on cotton MCL over many years could have 
and cattle problems with their kidneys, liver, or 

thyroid, and may have an increased 
risk of getting cancer. 

Volatile Organic Contaminants 

Benzene (((ppb))) ((-005)) 5 ppb ((4000)) - 5 ppb 0 Discharge from Some people who drink water con- 
factories; Leach- | taining benzene in excess of the MCL 
ing from gas stor- | over many years could experience 
age tanks and anemia or a decrease in blood plate- 
landfills lets, and may have an increased risk 

of getting cancer. 

((Brematetppb} -H0 +000 +0 9 Bypreductef Seme-peoplewhe-drnk water con- 

increased tisk of getting cancer.)) 

Carbon tetrachloride ((-895)) 5 ppb ((4099)) - 5 ppb 0 Discharge from Some people who drink water con- 

((€ppb))) chemical plants taining carbon tetrachloride in excess 
and other indus- | of the MCL over many years could 
trial activities experience problems with their liver 

and may have an increased risk of 
getting cancer. 

( : _ - = = an =e 
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. m ; i 
; 
p 
: 3 ia 
Proposed [94] 


Washington State Register, Issue 21-16 WSR 21-16-095 
((teaditional 
MCE in me/L)) To convert 
MCL or SAL lab results MCL or 
(units match lab for CCR, SAL in MCLG in | Major Sources in 
Contaminant ((f@nits})) results) multiply by CCR units CCR units Drinking Water Health Effects Language 
Chlerine(ppnd) MRDBE=4 - MRDE=4 MRDEG— | Wateradditive Seme-peepleswho-use drinking water 
4 Sa : è A 
: . A 
: 
fort. 

Chlorite-(ppma) t - + 08 Byproduct-of Semeinfants and-young children-whe- 
effects may_eccur in fetuses of preg- 
nantmotherswhe-drnk water con- 
tainine chlorite in excess ofthe MCL, 
experience nervous system effects— 
ef precnantimethers whe drink water 
ofthe MRDEL-Seme-peoplemay- 

i ia:)) 

Chlorobenzene ((fppb))) ((+) 100 ppb ((4089)) - 100 ppb 100 ppb Discharge from Some people who drink water con- 
chemical and taining chlorobenzene in excess of 
agricultural the MCL over many years could 
chemical facto- experience problems with their liver 
ries or kidneys. 

o-Dichlorobenzene ((-6)) 600 ppb ((4099)) - 600 ppb 600 ppb Discharge from Some people who drink water con- 

(((ppb))) industrial chemi- | taining o-dichlorobenzene well in 
cal factories excess of the MCL over many years 

could experience problems with their 
liver, kidneys, or circulatory systems. 
p-Dichlorobenzene ((-975)) 75 ppb | ((4009)) - 75 ppb 75 ppb Discharge from Some people who drink water con- 

((€ppb))) industrial chemi- | taining p-dichlorobenzene in excess 
cal factories of the MCL over many years could 

experience anemia, damage to their 
liver, kidneys, or spleen, or changes 
in their blood. 

1,2-Dichloroethane ((895)) 5 ppb ((4008)) - 5 ppb 0 Discharge from Some people who drink water con- 

((€ppb))) industrial chemi- | taining 1,2-dichloroethane in excess 
cal factories of the MCL over many years may 

have an increased risk of getting can- 
cer. 

1,1-Dichloroethylene ((-097)) 7 ppb ((4000)) - 7 ppb 7 ppb Discharge from Some people who drink water con- 

((€ppb))) industrial chemi- | taining 1,1-dichloroethylene in 
cal factories excess of the MCL over many years 

could experience problems with their 
liver. 

cis-1,2-Dichloroethylene ((-97)) 70 ppb ((4099)) - 70 ppb 70 ppb Discharge from Some people who drink water con- 

((€ppb))) industrial chemi- | taining cis-1,2-dichloroethylene in 
cal factories excess of the MCL over many years 

could experience problems with their 
liver. 
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trans-1,2-Dichloroeth- ((+) 100 ppb ((4099)) - 100 ppb 100 ppb Discharge from Some people who drink water con- 
ylene (((ppb))) industrial chemi- | taining trans-1,2-dichloroethylene 
cal factories well in excess of the MCL over many 
years could experience problems with 
their liver. 

Dichloromethane ((¢ppb))) | ((-805)) 5 ppb ((4008)) - 5 ppb 0 Discharge from Some people who drink water con- 
pharmaceutical taining dichloromethane in excess of 
and chemical fac- | the MCL over many years could have 
tories liver problems and may have an 

increased risk of getting cancer. 
1,2-Dichloropropane ((-005)) 5 ppb ((4000)) - 5 ppb 0 Discharge from Some people who drink water con- 

((€ppb))) industrial chemi- | taining 1,2-dichloropropane in excess 
cal factories of the MCL over many years may 

have an increased risk of getting can- 
cer. 

Ethylbenzene (((pb))) ((-#)) 700 ppb ((4099)) - 700 ppb 700 ppb Discharge from Some people who drink water con- 
petroleum refin- | taining ethylbenzene well in excess of 
eries the MCL over many years could 

experience problems with their liver 
or kidneys. 

((Haleacetic Acids HAA) | 060 +090 60 ma Byproduetof Somepeople-who-drink-watereon- 
disinfection the MCE evermanyyearsmay have 

; ; ai D) 

Styrene (((pb))) ((+) 100 ppb ((4899)) - 100 ppb 100 ppb Discharge from Some people who drink water con- 
rubber and plas- | taining styrene well in excess of the 
tic factories; MCL over many years could have 
Leaching from problems with their liver, kidneys, or 
landfills circulatory system. 

Tetrachloroethylene ((:095)) 5 ppb ((4899)) - 5 ppb 0 Discharge from Some people who drink water con- 

((pbÐ) factories and dry | taining tetrachloroethylene in excess 
cleaners of the MCL over many years could 

have problems with their liver, and 
may have an increased risk of getting 
cancer. 

1,2,4-Trichlorobenzene (07)) 70 ppb ((4899)) - 70 ppb 70 ppb Discharge from Some people who drink water con- 

((pbDÐ) textile-finishing | taining 1,2,4-trichlorobenzene well in 
factories excess of the MCL over many years 

could experience changes in their 
adrenal glands. 
1,1,1-Trichloroethane ((2)) 200 ppb (4899)) - 200 ppb 200 ppb Discharge from Some people who drink water con- 

((€ppb))) metal degreasing | taining 1,1,1-trichloroethane in 
sites and other excess of the MCL over many years 
factories could experience problems with their 

liver, nervous system, or circulatory 
system. 

1,1,2-Trichloroethane ((-005)) 5 ppb ((4000)) - 5 ppb 3 ppb Discharge from Some people who drink water con- 

((€ppb))) industrial chemi- | taining 1,1,2-trichloroethane well in 
cal factories excess of the MCL over many years 

could have problems with their liver, 
kidneys, or immune systems. 

((Hichloreethylenetppb} | -005 +000 5 9 Disehargefrom | Semepeoplkewhodrinkwatereon- 

: 
: ? 5 
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Toluene (((pp=3))) ((4)) 1000 ppm |- ((4)) 1000 ppm | (Œ) 1000 Discharge from Some people who drink water con- 
ppm petroleum facto- | taining toluene well in excess of the 
ries MCL over many years could have 
problems with their nervous system, 
kidneys, or liver. 

Vinyl Chloride (((ppb))) ((-002)) 2 ppb ((4000)) - 2 ppb 0 Leaching from Some people who drink water con- 
PVC piping: Dis- | taining vinyl chloride in excess of the 
charge from plas- | MCL over many years may have an 
tics factories increased risk of getting cancer. 

Xylenes (((ppH))) ((48)) 10,000 - ((48)) 10,000 ((48)) Discharge from Some people who drink water con- 

ppb ppb 10,000 ppb | petroleum facto- | taining xylenes in excess of the MCL 
ries; Discharge over many years could experience 
from chemical damage to their nervous system. 
factories 

Treatment Technique Violations 

Acrylamide TT - TT 0 Added to water Some people who drink water con- 
during sewage/ taining high levels of acrylamide over 
wastewater treat- | a long period of time could have 
ment problems with their nervous system 

or blood, and may have an increased 
risk of getting cancer. 

Epichlorohydrin TT = TT 0 Discharge from Some people who drink water con- 
industrial chemi- | taining high levels of epichlorohydrin 
cal factories; an_ | over a long period of time could expe- 
impurity of some | rience stomach problems, and may 
water treatment | have an increased risk of getting can- 
chemicals cer. 

Groundwater rule TT vio- | TT - TT N/A - Inadequately treated or inadequately 


lations 


protected water may contain disease- 
causing organisms. These organisms 
can cause symptoms such as diarrhea, 
nausea, cramps, and associated head- 
aches. 


Key 
AL = Action Level 


N/A = Not Applicable 


((pG#4)) pCi/L = picocuries per liter (a measure of radioactivity) 
ppm = parts per million, or milligrams per liter ((@#g4))) (mg/L) 


MCL = Maximum Contaminant Level 
MCLG = Maximum Contaminant Level Goal 
MFL = million fibers per liter 

MRDL = Maximum Residual Disinfectant Level 
MRDLG = Maximum Residual Disinfectant Level Goal 


mrem/year = millirems per year (a measure of radiation absorbed by the body) 


ppb = parts per billion, or micrograms per liter (ug/L) 


ppt = parts per trillion, or nanograms per liter (ng/L) 


Ppq = parts per quadrillion, or picograms per liter (pg/L) 


NTU = Nephelometric Turbidity Units (a measure of water clarity) 
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SAL = state action level 


TT = Treatment Technique 


AMENDATORY SECTION (Amending WSR 17-01-062, 
filed 12/14/16, effective 1/14/17) 


WAC 246-290-810 Water use efficiency program. (1) 
Water system plans and small water system management pro- 
grams submitted for approval for the first year after ((the 
effective date ofthis rule)) January 22, 2007, must describe 
the municipal water supplier's existing water use efficiency 
program. The municipal water supplier must continue exist- 
ing levels of water use efficiency. 

(2) Subsections (3) and (4) of this section apply to: 

(a) Water system plans submitted to the department for 
approval under WAC 246-290-100 one year after the effec- 
tive date of this rule. 

(b) Small water system management programs devel- 
oped and implemented or submitted to the department for 
approval one year after the effective date of this rule. 

(3) Municipal water suppliers shall develop and imple- 
ment a water use efficiency program which includes suffi- 
cient cost-effective water use efficiency measures to meet the 
water use efficiency goals developed under WAC 246-290- 
830. 

(4) Municipal water suppliers shall complete the follow- 
ing items in the water use efficiency program: 

(a) Describe the current water use efficiency program; 

(b) For systems serving one thousand or more total con- 
nections, estimate the amount of water saved through imple- 
mentation of the water use efficiency program over the prior 
six or more years; the estimate may include the entire 


approval period of the most recent water system plan 
required under WAC 246-290-100; 

(c) Describe the chosen water use efficiency goals and 
document the goals were established in accordance with 
WAC 246-290-830; 

(d) Evaluate water use efficiency measures to determine 
if they are cost-effective as follows: 

(i) Evaluate or implement, at a minimum, the number of 
water use efficiency measures specified in Table ((43)) 18 of 
this section based on the system's total number of connec- 
tions. 

(ii) Evaluate or implement water use efficiency measures 
from the following categories of measures if they are applica- 
ble: Indoor residential, outdoor, and industrial/commer- 
cial/institutional. 

(iii) For systems serving less than one thousand total 
connections, describe the evaluation process used to select 
water use efficiency measures. 

(iv) For systems serving one thousand or more total con- 
nections, include the following criteria when evaluating 
water use efficiency measures: 

(A) Quantitatively evaluate water use efficiency mea- 
sures to determine if they are cost-effective from the system's 
perspective including the marginal costs of producing water. 

(B) Address whether the water use efficiency measures 
are cost-effective if the costs are shared with other entities. 

(C) Quantitatively or qualitatively evaluate water use 
efficiency measures to determine if they are cost-effective 
from the societal perspective. 


Table ((43)) 18 


Number of connections Less than 500 500-999 


1,000-2,499 


2,500-9,999 10,000-49,999 50,000 or more 


Water use efficiency measures 1 4 


5 6 9 12 


(e) Describe all water use efficiency measures to be 
implemented over the next six or more years, including a 
schedule and a budget that demonstrates how the water use 
efficiency measures will be funded. Purveyors may submit a 
schedule and budget for the entire water system plan 
approval period, if the approval period is longer than six 
years; 

(£) Describe how consumers will be educated on water 
use efficiency practices; 

(g) Estimate projected water savings from selected water 
use efficiency measures; 

(h) Describe how the water use efficiency program will 
be evaluated for effectiveness; 

(i) Evaluate water distribution system leakage as fol- 
lows: 

(i) Include distribution system leakage annual totals in 
accordance with WAC 246-290-820 for each of the past six 
or more years. Purveyors shall submit distribution system 
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leakage annual totals for the entire water system plan 
approval period if the approval period was longer than six 
years. 

(11) If necessary, include a copy of the water loss control 
action plan in accordance with WAC 246-290-820(4). 

(iii) If all or portions of transmission lines are excluded 
when determining distribution system leakage, estimate the 
amount of leakage from the excluded portion of the transmis- 
sion mains and describe how it is maintained to minimize 
leakage. 
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WSR 21-16-101 
PROPOSED RULES 
CRIMINAL JUSTICE 
TRAINING COMMISSION 
[Filed August 3, 2021, 2:28 p.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 21- 
06-113. 

Title of Rule and Other Identifying Information: Law 
Enforcement Training and Community Safety Act—Inde- 
pendent investigations criteria (LETCSA), chapter 139-12 
WAC. 

Hearing Location(s): On September 8, 2021, at 10:00 
a.m., at the Washington State Criminal Justice Training Com- 
mission (WSCJTC), 19010 Ist Avenue South, Burien, WA 
98148, or virtual meeting at cjtc.wa.gov. Please check the 
website for the latest update to where the commission meet- 
ing will be held. 

Date of Intended Adoption: September 8, 2021. 

Submit Written Comments to: Derek Zable, 19010 Ist 
Avenue South, Burien, WA 98148, email Dzable@cjtc.wa. 
gov, by September 7, 2021. 

Assistance for Persons with Disabilities: Contact Derek 
Zable, phone 206-835-7350, TTY 1-800-833-6388, email 
dzable@cjtc.wa.gov, by September 7, 2021. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: The LETCSA 
WAC rules are being updated after WSCJTC reviewed a 
report from the Washington state attorney general's office. 
RCW 10.114.011 also mandates WSCJTC to implement 
these rules. LETCSA was created at WSCJTC knowing that 
the WAC pertaining to the program would be constantly 
evolving. 

Reasons Supporting Proposal: The proposal is necessary 
to meet the mandates in the RCW listed above, as well as to 
keep the WAC language relevant to how independent inves- 
tigation teams operate and meeting the needs of WSCJTC's 
stakeholders. 

Statutory Authority for Adoption: RCW 10.114.011. 

Statute Being Implemented: RCW 10.114.011. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: WSCJTC, governmental. 

Name of Agency Personnel Responsible for Drafting: 
Monica Alexander, 19010 Ist Avenue South, Burien, WA 
98148, 206-835-7291; Implementation and Enforcement: 
My-Le Tang, 19010 Ist Avenue South, Burien, WA 98148, 
206-835-7369. 

A school district fiscal impact statement is not required 
under RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 
34.05.328. No impact to state budget. 

This rule proposal, or portions of the proposal, is exempt 
from requirements of the Regulatory Fairness Act because 
the proposal: 

Is exempt under RCW 19.85.025(3) as the rules relate 
only to internal governmental operations that are not 
subject to violation by a nongovernment party; and 
rule content is explicitly and specifically dictated by 
statute. 
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August 3, 2021 

Derek Zable 

Records and Government 
Affairs Manager 


AMENDATORY SECTION (Amending WSR 20-01-023, 
filed 12/6/19, effective 1/6/20) 


WAC 139-12-030 Independent investigation criteria. 
There are five principles that are fundamental to enhancing 
public trust in the integrity of independent investigations 
involving police use of deadly force: 

e Independence; 

e Transparency; 

¢ Communication; 

e Credible process; and 

e Credible investigators. 

Standards are necessary for the involved agency and the pub- 
lic to assess whether the actions taken by the IIT are indepen- 
dent, transparent, credible, and communicated in a manner 
that results in a compliant and complete investigation and 
builds public trust. 

(1) Independence. 

(a) Independence is essential to the integrity and objec- 
tivity of the investigation. Maintaining independence is 
achieved through compliance with rules and regulations 
designed to prohibit undue influence, and the appearance of 
undue influence, by the involved agency in the investigation. 

(b) Standards for an investigation completely indepen- 
dent of the involved agency: 

e Once the involved agency personnel and/or other first 
responders have rendered the scene safe and provided or 
facilitated life-saving first aid to persons at the scene who 
have life-threatening injuries, the involved agency will 
immediately call the IIT. Then the primary focus of the 
involved agency shifts to the protection and preservation of 
evanescent evidence in order to maintain the integrity of the 
scene until the IIT arrives. Once the IIT arrives, and the IIT 
commander has the appropriate resources on scene, the 
involved agency will relinquish control of the scene to the 
IT. 

e No member of the involved agency may participate in 
any way in the investigation of police use of deadly force 
conducted by the IIT, with the following exception: 

e Specialized equipment belonging to the involved 
agency may not be used by the IIT unless: 1 - no reasonable 
alternative exists; 2 - the equipment is critical to carrying out 
the independent investigation; and 3 - the use is approved by 
the IIT commander. If the equipment is used, the nonlaw 
enforcement community representatives on the IIT must be 
notified about: 1 - why it needs to be used; and 2 - the steps 
taken to appropriately limit the role of any involved agency 
personnel in facilitating the use of that equipment. 

e No information about the ongoing independent investi- 
gation of police use of deadly force will be shared with any 
member of the involved agency((;-exeepttimitedbricfines 
gtrentethe chief or sheriff of the involved ageney_aboutthe 

hej ae hata , 
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tive investigation of the involved agency must remain sepa- 
rate from the independent criminal investigation. 

¢ If the chief or sheriff of the involved agency requests 
that the IIT release the body cam video or other investigation 
information of urgent public interest, the IIT commander 
should honor the request with the agreement of the prosecu- 
tor of jurisdiction. 

(2) Transparency. 

(a) Transparency is the critical element of procedural 
justice that allows community members to assess whether the 
process of the investigation is conducted in a trustworthy 
manner and complies with the standards for the five listed 
principles. 

(b) Standards for the transparency of an independent 
investigation: 

° The policies and operating procedures of the IIT will be 
available to the public. 

e The names of the members, supervisors, commanders, 
and nonlaw enforcement community representatives on the 
IIT will be available to the public. 

e A minimum of two nonlaw enforcement community 
representatives from the impacted communities will be 
assigned to each IIT to: 

a. Participate directly in the vetting, interviewing, and/or 
selection of IIT investigators. (Existing teams will have until 
January 2021 to provide necessary information about the 
qualifications of current IIT investigators to the nonlaw 
enforcement community representatives for review.) 

b. Review written conflict of interest statements submit- 
ted within seventy-two hours of the commencement of each 
investigation by the investigators. Agencies may use a stan- 
dard conflict of interest form developed by the Washington 
state criminal justice training commission; 

c. Be present at the briefings with the involved agency(s) 
chief or sheriff; 

d. Have access to the investigation file when it is com- 
pleted; 

e. Be provided a copy of all press releases and communi- 
cation to the media prior to release; and 

f. Review notification of equipment use of the involved 
agency. 

- The nonlaw enforcement community representatives 
must sign a binding confidentiality agreement at the begin- 
ning of each police use of deadly force investigation that 
remains in effect until the prosecutor of jurisdiction either 
declines to file charges or the criminal case is concluded. 


- (¢ 
law-enforcement representative may be subject te. prosecu- 
tonande RCW 9A-76.020 (Obstructing ataw enforcement 


officer}and chapter 10-97 REW_Washingten State Criminal 
Records Privacy Act For the purpese-of this chapter, "erimi- 
nalbackeround information is the same-as“erninat history 
infermation'tas-defined in RCW 1097030(4)) Any nonlaw 
enforcement representative or law enforcement officer found 
to have violated the confidentiality agreement will be subject 
to immediate removal from the team, as well as any future 
independent investigation. 

¢ The commander or other representative of the IIT will 
provide public updates about the investigation at a minimum 
of once per week, even if there is no new progress to report. 
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e When an independent investigation is complete the 
information will be made available to the public in a manner 
consistent with applicable state law. 

(3) Communication. 

(a) Communication is key to enhancing the public's per- 
ception of police legitimacy and fairness. A lack of open 
communication leads to suspicion and damages trust. 

(b) Standards for communication during an independent 
investigation: 

e A family member of the person against whom deadly 
force has been used will be notified as soon as they can be 
located by either the involved agency or the IIT, whichever is 
faster. 

¢ A member of the IIT will be assigned as a family liai- 
son within the first twenty-four hours and keep the family, or 
a representative of the family's choice, apprised of all signif- 
icant developments in the independent investigation and will 
give the family and the involved agency advance notice of all 
scheduled press releases. 

e Neither the involved agency nor the IIT will provide 
the media with criminal background information of the per- 
son against whom deadly force has been used, unless it is spe- 
cifically requested, and release of the information is required 
by the Public Records Act or other applicable laws. 

e If the person against whom deadly force is used is, or is 
believed to be a member of a federally recognized tribe: 

- The involved agency will notify the governor's office of 
Indian affairs (GOIA) in accordance with RCW 10.114.021. 

- A member of the IIT will be assigned as a tribal liaison 
within the first twenty-four hours and keep the tribe (or a rep- 
resentative of the tribe's choice) apprised of all significant 
developments of the investigation. 

(4) Credibility. 

(a) In order for investigations to be viewed as credible it 
is critical to demonstrate that the procedures followed are 
consistent, known to the public, and rooted in best practices 
for homicide investigations, with particular attention focused 
on those unique areas of evidence relevant to the officer's 
decision-making process. Equally important is the credibility 
of the investigators. Training, a history of ethical behavior, 
and demonstrated impartiality are critical to maintain confi- 
dence in the investigation. 

(b) Standards for a credible independent investigative 
process: 

e After life-saving first aid has been provided, members 
of the involved agency and other first responders at the scene 
will: 

- Secure the incident scene and maintain its integrity 
until the IIT arrives. 

¢ The perimeter must be clearly marked and protected. 

e Evanescent evidence must be located and preserved, 
consistent with best practices published annually by the crim- 
inal justice training commission. 

e The independent investigation will follow accepted 
best practices for homicide investigations published and 
annually updated by the WSCJTC. 

e An involved agency conducting a timely internal 
administrative investigation for compliance with department 
policy and procedures is critical to maintaining public trust 
and is separate and distinct from the independent investiga- 
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tion required by the LETCSA. To allow the involved agency 
to move forward with the administrative investigation in a 
timely fashion, the independent investigation required by 
LETCSA must be conducted in a manner that does not inhibit 
the involved agency from doing so. To accomplish this: 

¢ The IIT commander must create and enforce firewalls, 
which is a process to prevent information sharing between 
the IIT from the involved agency, and train all team members 
to observe them to ensure no member of the IIT receives any 
compelled statements of the involved officer(s) or any inves- 
tigative content that was informed by such compelled state- 
ments. 

¢ The firewall system and training must ensure that the 
involved agency is affirmatively advised not to furnish "pro- 
hibited content" to the IIT. 

¢ If any member of the IIT receives prohibited informa- 
tion, the investigator receiving the prohibited information 
must immediately report it to their supervisor and the mem- 
ber must discontinue participation in the investigation. The 
information will be removed and/or isolated from the remain- 
ing investigation unless the prosecutor of jurisdiction deems 
such action unnecessary. 

(c) The standards for credible investigators include: 

(i) Appointed Members. 

The chiefs and sheriffs who sign a written agreement to sup- 
port and participate in the IIT shall appoint: 

° The IIT leadership team, which may include an HT 
commander, assistant commander, or co-commander. 

e At least two nonlaw enforcement community represen- 
tatives who have credibility with and ties to communities 
impacted by police use of deadly force. The chiefs ((and)), 
sheriffs, and community members of each regional team shall 
create a transparent process for soliciting names and creating 
a roster of individuals willing to serve in this capacity. The 
IIT community representatives must be chosen from this list 
by the chief(s) ((and/er)), sheriff(s), and community mem- 
ber(s). The Washington state criminal justice training com- 


mission will post IIT rosters on the criminal justice training 


commission website from each region, which will be pro- 
vided by the IITs. There shall be standardized trainings for 


nonlaw enforcement community representatives, including 
training on the requirements of the mandatory nondisclosure 
agreements. 

¢ All IIT leadership shall be commissioned peace offi- 
cer(s), with previous experience in criminal investigations. 

e The IIT supervisors shall be recommended by their 
agency to the IIT commander. 

(ii) Selection Process for IT Members. 

The IIT leadership shall: 

e Ensure all applicants meet all time, rank, and training 
prerequisites described in ((ehapter xxx WAC WAC B9- 
42-630-(4(6}6})) (c)(v) of this subsection. 

¢ Ensure that qualified applicants are interviewed by a 
panel, which includes the nonlaw enforcement community 
representatives and other members of the IIT selected by the 
IIT commander. 

e All applicants shall be interviewed using criteria perti- 
nent for the position of an IIT investigator. The same ques- 
tions should be asked of each applicant. 
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e At the conclusion of the panel the IT commander shall 
consider the recommendations of the panel and select those 
best suited for the needs of the IIT. 

(iii) Requirements for IIT Investigators. 

e Applicants for the position of investigator must be 
employed by a member agency of the IIT. 

e The applicant shall be a commissioned peace officer in 
the state of Washington with previous experience as a detec- 
tive or investigator, or have special skills or experience nec- 
essary for the team. 

(iv) Periodic Appointment Review. 

The chief or sheriff of a member agency, and the IIT 
commander shall review the appointment of their IIT mem- 
bers who have served three years for possible rotation or 
replacement. 

(v) Training Requirements. 

The credibility of an individual assigned to an IIT is 
grounded in two elements: Training and experience in crimi- 
nal investigations. Since some IIT members were chosen 
because of their experience in criminal investigations, it is 
important to clearly define expectations for both training and 
experience, and acknowledge the relationship between those 
two elements. 

IIT members who do not meet the training requirement 
are eligible to participate on the IIT, but not ina lead position. 

Civilian IIT members (i.e. crime scene investigators, evi- 
dence technicians, etc.) are not required to obtain the quali- 
fied lead investigator certificate, but the IIT leadership shall 
establish reasonable noncommissioned training requirements 
through their IIT protocol. 

The CJTC will issue an "IIT qualified lead investigator 
certificate" to ensure that those who are assigned to a lead 
investigator role for an IIT meet the training requirements 
listed below by the end of 2020. 

To obtain an IIT qualified lead investigator certificate, 
candidates must: 

e Provide proof of at least three years of uninterrupted 
experience as a certified peace officer, crime scene investiga- 
tor, or related expertise in a discipline relevant to investiga- 
tions. 

e Provide proof of successful completion of the pre- 
scribed training classes, (or appropriate equivalent experi- 
ence), listed in this chapter. 

(A) Basic training classes: 

e Basic homicide investigation; 

e Interviewing and interrogation; 

e LETCSA Violence deescalation and mental health 
training. 

IIT members who have two years or more of relevant, 
full-time criminal investigative work experience may substi- 
tute their work experience for the required basic training 
classes. County sheriffs, police chiefs, and IIT commanders 
are encouraged to promote continuing education as a best 
practice for all members assigned to the IIT. 

(B) Advanced training classes. 

A minimum of eight hours of training annually may include, 
but is not limited to, the following criminal investigation top- 
ics: 

e Advanced homicide investigation techniques; 

e Advanced interviewing and interrogation; 
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e Officer-involved shooting investigation; 

e In-custody death investigation; 

e Excited delirium and positional asphyxia; 

e Bloodstain pattern analysis; 

e Crime scene photography/videography and 

e Other related training, seminars, and conferences or on- 
going training as offered by WSCJTC or other training ven- 
ues on an as available basis. 

(C) In-service training. 

¢ All IIT members shall receive priority registration to 
LETCSA training, required homicide investigations training, 
and recertification every three years. 

¢ The IIT shall train as a unit at least annually. 

(vi) Demonstrated History of Honorable Behavior. 

Investigators assigned to an IIT are expected to have a 
work history free of a sustained finding of serious miscon- 
duct and/or a pattern of sustained complaints and a personal 
history free of demonstrable bias or prejudice against com- 
munity members that may be impacted by the police use of 
deadly force. 

Examples of disqualifying sustained misconduct and/or 
personal history include, but are not limited to: 

¢ Discrimination of any type, based on protected classes 
identified under RCW 49.60.030(1). 

¢ Theft, fraud, dishonesty, and abuse of authority includ- 
ing, but not limited to: Theft, falsifying an official police 
record or making a false statement, serious ACCESS (a cen- 
tralized computer enforcement service system) violations, 
obtaining or disclosing confidential information, and exces- 
sive use of force. 

e Dishonorable behavior including, but not limited to: 
Harassment, bullying, aggressive or intimidating behavior, or 
threats of violence, including domestic violence. 

(vii) Conflicts of Interest. 

Within seventy-two hours of the commencement of each 
investigation, investigators and nonlaw enforcement commu- 
nity representatives, must complete a "conflict of interest" 
assessment tool regarding any connection to the officers 
being investigated. The assessment (created by WSCJTC) 
will include questions about prior interactions or relation- 
ships with officers being investigated, and will address social 
conflict, work conflict, and bias. The conflict assessment will 
be reviewed and discussed by the nonlaw enforcement com- 
munity representatives and the IIT commander. The conflict 
of interest assessments for investigators and nonlaw enforce- 
ment community representatives will be developed at the 
March 2020 summit and adopted by the commission at the 
June 2020 meeting. 
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PROPOSED RULES 
DEPARTMENT OF 
LABOR AND INDUSTRIES 
[Filed August 3, 2021, 4:27 p.m.] 


Original Notice. 
Preproposal statement of inquiry was filed as WSR 19- 
24-062. 
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Title of Rule and Other Identifying Information: Chapter 
296-140 WAC, Clean energy labor standards certification. 

Hearing Location(s): On September 7, 2021, at 9:00 
a.m., virtual and telephonic hearing only. Please join on your 
computer or mobile app (Microsoft Teams) https://teams. 
microsoft.com/l/meetup-join/19%3ameeting NWNmOTEx 
M2UtOWI3Yy00NzY2LWJIZWQtOTU5ZGQ30OGUyMD 
Q3%40thread.v2/0?context=%7b%22Tid%22%3a%2211d0 
e217-264e-400a-8ba0-57dcc127d72d%22%2c%220id% 
22%3a%22d2b1cfc2-5d3b-4cf8-8fbd-a94ce8c92ef1%22 
%7d, or call (audio only) +1 253-372-2181, Phone Confer- 
ence ID 532 423 936# (pound sign must be entered). The vir- 
tual/telephonic hearing starts at 9 a.m. and will continue until 
all oral comments are received. 

Date of Intended Adoption: October 5, 2021. 

Submit Written Comments to: Beverly Clark, P.O. Box 
44400, Olympia, WA 98504-4400, email Beverly.Clark@ 
Lni.wa.gov, fax 360-902-5292, by September 7, 2021. 

Assistance for Persons with Disabilities: Contact Bev- 
erly Clark, phone 360-902-6272, fax 360-902-5292, email 
Beverly.Clark@Lni.wa.gov, by August 31, 2021. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: The department of 
labor and industries (L&I) is proposing rules to create new 
chapter 296-140 WAC, Clean energy labor standards certifi- 
cation, in order to implement the legislative changes made 
within 2019's Clean Energy Transformation Act (sections 18 
and 19, chapter 288, Laws of 2019, E2SSB 5116) that will 
address the following: 


dards for certification for: 

Procurement from and contracts with women- 
owned, minority-owned, and veteran-owned busi- 
nesses; 

Procurement from and contracts with entities that 
have a history of complying with federal and state 
wage and hour laws and regulations; 
Apprenticeship utilization; 

Preferred entry for workers living in the area where 
the project is being constructed; 

Payment of prevailing wages; and 

Project labor agreements and community workforce 
agreements. 

Requirements and processes related to application, 
records and documentation, and certification. 


Stan 
o 


Reasons Supporting Proposal: 2019's Clean Energy 
Transformation Act amends RCW 82.08.962 and 82.12.962 
related to sales and use tax remittances for machinery and 
equipment used in generating electricity (sections 18 and 19, 
chapter 288, Laws of 2019, E2SSB 5116). Under the amend- 
ments, the sales and use tax remittances are available for cer- 
tain clean energy projects when certified by L&I that the 
developer of the project complied with specific labor stan- 
dard requirements and the machinery and equipment is 
installed on or after January 1, 2020, and completed by 
December 31, 2029. L&I is required to adopt rules to define 
and set minimum requirements for all labor standards associ- 
ated with the certification for tax remittance; set requirements 
for all good faith efforts; and set other requirements to docu- 
mentation and the certification process. 
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This rule making is identical to an emergency rule filed 
on July 16, 2021, as WSR 21-15-078, except a provision was 
added to clarify that if a clean energy project is done in 
phases with separate PLAs/CWAs, the department will not 
issue certification until all PLAs/CWAs have been signed 
and submitted to L&I. 

Statutory Authority for Adoption: RCW 82.08.962 and 
82.12.962. 

Statute Being Implemented: RCW 82.08.962 and 
82.12.962. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: L&I, governmental. 

Name of Agency Personnel Responsible for Drafting, 
Implementation, and Enforcement: Christina Summers, 
Tumwater, Washington, 360-902-5772. 

A school district fiscal impact statement is not required 
under RCW 28A.305.135. 

A cost-benefit analysis is required under RCW 34.05.- 
328. A preliminary cost-benefit analysis may be obtained by 
contacting Beverly Clark, P.O. Box 44400, Olympia, WA 
98504-4400, phone 360-902-6272, fax 360-902-5292, email 
Beverly.Clark@Lni.wa.gov. 

The proposed rule does not impose more-than-minor 
costs on businesses. Following is a summary of the agency's 
analysis showing how costs were calculated. The proposed 
tule[s] set criteria for voluntary labor standards certification 
for clean energy project. As such, the proposed rules do not 
impose any costs on businesses. 


August 3, 2021 
Joel Sacks 
Director 


Chapter 296-140 WAC 


CLEAN ENERGY LABOR STANDARDS 
CERTIFICATION 


NEW SECTION 


WAC 296-140-001 Definitions. (1) "Category 1 clean 
energy project" means a project to: 

(a) Construct a facility capable of generating not less 
than 1000 watts AC of electricity using any of the following 
principal sources of power: Fuel cells; wind; biomass energy; 
geothermal resource; tidal or wave energy; or technology that 
converts otherwise lost energy from exhaust; or 

(b) Construct solar energy systems capable of generating 
not less than 500 kilowatts AC of electricity. 

(2) "Category 2 clean energy project" means a project to 
construct solar energy systems capable of generating more 
than 100 kilowatts AC, but no more than 500 kilowatts AC of 
electricity. 

(3) "Community workforce agreement (CWA)" means a 
prehire collective bargaining agreement with one or more 
labor organizations that establishes the terms and conditions 
of employment for a specific construction project and is an 
agreement described in 29 U.S.C. Sec. 158(f). To establish 
the terms and conditions for employment on a single con- 
struction project, the CWA must be a single agreement cov- 
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ering all labor organizations representing the building and 
construction employees involved in the project and covers all 
contractors and subcontractors working on the project. 


(4) "Department" means the department of labor and 
industries. 


(5) "Good faith efforts" means the efforts by the project 
developer or its designated principle contractor that maxi- 
mize the likelihood that the project will be built in compli- 
ance with the standards for certification. The totality of the 
circumstances and factors will be reviewed to determine 
good faith. Good faith efforts are not necessary when the 
standard requirements have been met. 


(6) "Labor hours" means the total hours of laborers, 
workers, or mechanics receiving an hourly wage who are 
directly employed by the contractor and all subcontractors 
working upon the project. Labor hours does not include hours 
worked by foremen, superintendents, or owners except where 
the hours worked are counted in satisfying the required 
apprentice to journey supervision ratio as required by appren- 
ticeship standards. 


(7) "Local resident" means Washington laborers, work- 
ers, or mechanics receiving an hourly wage who live within 
fifty miles of the project being constructed unless the project 
is being constructed in a rural county, then it is defined as 
Washington workers who live within two hundred miles of 
the project. 


(8) "Minority-owned business" means a business certi- 
fied with the office of minority and women's business enter- 
prises (OMWBE) as a minority business enterprise (MBE) or 
a minority women business enterprise (MWBE) under chap- 
ter 326-20 WAC. 


(9) "Project labor agreement (PLA)" means a prehire 
collective bargaining agreement with one or more labor orga- 
nizations that establishes the terms and conditions of employ- 
ment for a specific construction project and is an agreement 
described in 29 U.S.C. Sec. 158(f). To establish the terms and 
conditions for employment on a single construction project, 
the PLA must be a single agreement covering all labor orga- 
nizations representing the building and construction employ- 
ees involved in the project and covers all contractors and sub- 
contractors working on the project. 


(10) "Registered apprentice" means an apprentice regis- 
tered in an apprenticeship program approved by the Wash- 
ington state apprenticeship and training council according to 
chapters 49.04 RCW and 296-05 WAC. 

(11) "Rural county" has the same definition as RCW 
82.14.370(5). 


(12) "Women-owned business" means a business certi- 
fied with the office of minority and women's business enter- 
prises (OMWBE) as a women business enterprise (WBE) or 
a minority women business enterprise (MWBE) under chap- 
ter 326-20 WAC. 

(13) "Veteran-owned business" means a business certi- 
fied by the Washington state department of veteran affairs 
under RCW 43.60A.190 or a business considered a veteran- 
owned business under 38 C.F.R. Part 74. 
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NEW SECTION 


WAC 296-140-002 Labor standard certification for 
Category 1 clean energy projects under RCW 82.08.962 
and 82.12.962. (1) To qualify for the department certification 
for the fifty percent tax remittance for a Category 1 clean 
energy project, the project must meet the following minimum 
requirements: 

(a) Standard for procurement from and contracts with 
women, minority, or veteran-owned businesses. 

(i) Have twenty-one percent of the contracts awarded to 
women-owned businesses, minority-owned businesses, or 
veteran-owned businesses; or 

(ii) Good faith efforts which include, but are not limited 
to: 

(A) Proactive outreach to firms that are women, 
minority, and veteran-owned businesses; advertising in local 
community publications and publications appropriate to 
identified firms; 

(B) Participating in community job fairs, conferences, 
and trade shows; 

(C) Identification of interested women, minority, and 
veteran-owned businesses that have the capability to perform 
the work of the contract; 

(D) Providing reasonable time for women, minority, and 
veteran-owned businesses to fully and meaningfully respond 
to bid solicitations, that includes providing adequate informa- 
tion about the plans, specifications, and requirements of the 
contract along with timely responses to subcontractor inqui- 
ries and proposals; 

(E) Apportioning contract work items into economically 
feasible units to facilitate women, minority, and veteran- 
owned businesses' participation and where possible, estab- 
lishing flexible time frames for performance to encourage 
participation; 

(F) Adequately researching interested subcontractors 
and their capabilities before rejecting their proposals; and 

(G) Not relying on price alone in the selection of subcon- 
tractors and considering reasonable quotes from women, 
minority, and veteran-owned businesses, even if other quotes 
are less expensive. 

(b) Standard for procurement from and contracts with 
entities that have a history of complying with federal and 
state wage and hour laws and regulations. 

(i) Awards contracts to businesses that have no findings 
of violation of federal or state wage and hour laws and regu- 
lations in a final and binding order by an administrative 
agency or court of competent jurisdiction in the twenty-four 
month period prior to the bid date; or 

(ii) Good faith efforts which include, but are not limited 
to: 

(A) Efforts to hire contractors with a history of compli- 
ance with wage and hour laws. 

(B) Adequately researching interested subcontractors 
and their wage and hour history before rejecting their propos- 
als. 

(C) If the only qualified contractor is one that does not 
meet the standard, requiring remedial measures that allow for 
ongoing review of compliance with wage and hour laws. 

(c) Standard for apprenticeship utilization. 


Proposed 


[ 104 | 


Washington State Register, Issue 21-16 


(i) Have a minimum of fifteen percent of the project's 
labor hours performed by registered apprentices; or 

(ii) Good faith efforts which include, but are not limited 
to: 

(A) The project developer or its designated principle 
contractor or subcontractors participate in state-approved 
apprenticeship programs but no apprentices were available or 
not enough apprentices were available during the project. It is 
expected that contractors participate in apprenticeship pro- 
grams for occupations where they have employees being 
trained; 

(B) If apprentices are not available for dispatch at the 
beginning of the project, it is expected that the contractor 
check back with the program periodically to see if appren- 
tices are available; 

(C) The following situations do not meet the require- 
ments for good faith efforts: 

(I) Falling short of the requirement due to subcontractors 
not using apprentices; 

(ID) Not using a state-approved apprenticeship program 
while you are trying to get your own program approved by 
the Washington state apprenticeship and training council; 

(IH) Not using a state-approved apprenticeship program 
due to cost; 

(IV) Not using a state-approved apprenticeship program 
because you are an out-of-state contractor; 

(V) Not replacing an apprentice that quit or was fired; or 
not using enough apprentices because certain work is too 
dangerous or the apprentices do not have the appropriate 
skills. 

(d) Standard for preferred entry for workers living in the 
area where the project is being constructed: 

(i) Have a minimum of thirty-five percent of total labor 
work hours performed by local residents except for projects 
located in rural counties, which may have a minimum of 
twenty percent of total labor hours by local residents; or 

(ii) Good faith efforts which include, but are not limited 
to: 

(A) Listing the job with the local Washington Work- 
Source office in advance of the start of the project or contract; 

(B) Requesting the dispatch of local workers through 
union halls; 

(C) Informing community partners/organizations of 
opportunities in advance of the start of the project or contract; 

(D) Developing an employment hiring plan prior to the 
start of the project detailing how the local hiring require- 
ments will be met; and 

(E) Designating a jobs coordinator to be responsible for 
the local hire requirements with the experience and qualifica- 
tions necessary to identify and recruit local workers, and pro- 
vide referrals as appropriate to comply with local hire 
requirements. 

(2) To qualify for the department certification for the 
seventy-five percent tax remittance for a Category 1 clean 
energy project, the project must meet the following minimum 
requirements: 

(a) Meet the standards for certification for the fifty per- 
cent tax remittance under WAC 296-140-002(1); and 
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(b) Pay all workers performing labor hours on the project 
wages not less than prevailing wages as determined by the 
department under chapter 39.12 RCW. 

(3) To qualify for the department certification for the one 
hundred percent remittance for a Category 1 clean energy 
project, the project must have: A signed PLA or CWA for the 
project prior to construction starting on the project. Sepa- 
rately meeting the standards for certification for the fifty per- 
cent and seventy-five percent tax remittance under subsec- 
tions (1) and (2) of this section are not required. 

(4) The inability to meet any of the standards based on 
conflicts with state or federal law may constitute good faith. 


NEW SECTION 


WAC 296-140-003 Labor standard certification for 
Category 2 clean energy projects under RCW 82.08.962 
and 82.12.962. To qualify for the department certification for 
the fifty percent tax remittance for a Category 2 clean energy 
project, the project must meet the standards for procurement 
from and contracts with women, minority, or veteran-owned 
businesses, procurement from and contracts with entities that 
have a history of complying with federal and state wage and 
hour laws and regulations, apprenticeship utilization, and 
preferred entry for workers living in the area where the proj- 
ect is being constructed under WAC 296-140-002 (1) and (4). 


NEW SECTION 


WAC 296-140-004 Application, records and docu- 
mentation, and certification. (1) Businesses applying for 
the department certification must complete an application in 
a form required by the department prior to the start of the 
project. 

(2) Businesses must maintain records and documentation 
open to review to verify compliance with the labor standards 
or the good faith efforts. Records and documentation include, 
but are not limited to: 

(a) Standard for procurement from and contracts with 
women, minority, or veteran-owned businesses: 

(i) A list of all businesses that have had contracts on the 
project, including information about their certifications for 
the women-owned businesses, minority-owned businesses, 
or veteran-owned businesses that have been contracted with 
on the project, including: 

(A) A description of the work of the contract; 

(B) The dollar amount of the contract; 

(ii) Written confirmation from each women-owned busi- 
ness, minority-owned business, or veteran-owned business 
that it is participating in the contract; 

(iii) Documentation and evidence to support good faith 
efforts as necessary; and 

(iv) Other records and documentation requested by the 
department. 

(b) Standard for procurement from and contracts with 
entities that have a history of complying with federal and 
state wage and hour laws and regulations. 

(i) A list of all the businesses contracted with, including 
the unified business identifier number, the federal employer 
identification number, other identifying information 
requested by the department, and information obtained con- 
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cerning their federal and state wage and hour laws and regu- 
lations compliance history; 

(ii) A copy of documents related to the contract invita- 
tion or bid such as the contract solicitation, bid request, or 
request for proposal; a copy of the responding bids, propos- 
als, or offer; and a copy of any final contracts and amend- 
ments; 

(iii) A description of the process used to determine pro- 
spective contractors’ compliance with federal and state wage 
and hour laws and regulations; 

(iv) Documentation and evidence to support good faith 
efforts as necessary; and 

(v) Other records and documentation requested by the 
department. 

(c) Standard for apprenticeship utilization. 

(i) The name, occupational title, and registration number 
for each registered apprentice; 

(ii) The number of apprentices and labor hours worked, 
categorized by occupational title and employer; 

(iii) The number of journey level workers and labor 
hours worked, categorized by occupational title and 
employer; 

(iv) Copies of weekly or monthly reporting forms and 
payroll records used to capture the required information; 

(v) A statement affirming the hours reported meeting the 
definition of "labor hours" as defined by WAC 296-140-001; 

(vi) Documentation and evidence to support good faith 
efforts as necessary; and 

(vii) Other records and documentation requested by the 
department. 

(d) Standard for preferred entry by local workers. 

(i) The total number of workers performing labor hours 
on the project; 

(ii) The total number of workers performing labor hours 
hired who meet the definition of a local worker under WAC 
296-140-001 for the job category selected; 

(iii) Employment records that contain the address of 
individuals hired to work on the project; 

(iv) Documentation and evidence to support good faith 
efforts as necessary; and 

(v) Other records and documentation requested by the 
department. 

(e) Standard for payment of prevailing wages. 

(i) Documentation showing all workers performing labor 
hours on the project were paid not less than chapter 39.12 
RCW prevailing rates of wage; and 

(ii) Payroll records. For projects that are also public 
works, labor and industries public work reporting online sys- 
tem for the project will eliminate the need to maintain docu- 
ments and is acceptable as the system of record. 

(f) Records and documents for a standard PLA or CWA. 
A signed copy of the PLA or CWA for the project. 

(3) The department may require periodic reporting of 
compliance in a form and method prescribed by the depart- 
ment. Where a project seeking certification under this rule is 
also a public works project, public works reporting require- 
ments may satisfy reporting requirements. 

(4) For Category 1 clean energy projects seeking certifi- 
cation for the fifty and seventy-five percent tax remittance 
and Category 2 clean energy projects seeking certification for 
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the fifty percent tax remittance, businesses must submit 
notice of project completion in a form required by the depart- 
ment. After receiving the notice of competition, the depart- 
ment will determine if the certification standards are met 
based on a review of the documentation as requested by the 
department. If the standards were met, the department will 
issue the certification to the applicant. 

(5) For Category 1 clean energy projects seeking certifi- 
cation for the one hundred percent tax remittance, the depart- 
ment will issue certification upon the receipt of the required 
application for certification and a signed copy of the PLA or 
CWA for the project. In the event there are separate PLAs or 
CWAs for different phases of construction, all PLAs and 
CWAs for the project must be submitted to the department 
before the start of each phase and the department will not cer- 
tify the project until the PLAs or CWAs for the construction 
and installation of the energy producing equipment have all 
been signed. 


WSR 21-16-108 
PROPOSED RULES 
DEPARTMENT OF AGRICULTURE 
[Filed August 4, 2021, 8:33 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 21- 
12-062 [21-12-063]. 

Title of Rule and Other Identifying Information: Chapter 
16-302 WAC, General rules for seed certification. In 
response to a petition submitted by the Washington state crop 
improvement association (WSCIA), the department is pro- 
posing the following amendments to this chapter: 


e Changing the requirement for Ascochyta Blight being 
found anywhere on the plant to just being found on the 
pod; 

e Allowing producers for all classes of chickpea seed to 
not treat for Ascochyta Blight if they have a waiver for 
the organic market (and/or research) and no Ascochyta 
Blight was found during inspection; 

e Removing the additional Ascochyta Blight treatment 
requirement for the certified class of chickpea seed, if a 
grower has already applied a fungicide during the grow- 
ing season and Ascochyta Blight was not found during 
the field inspection. This amendment would also remove 
the requirement for a second inspection if Ascochyta 
Blight is found during the field inspection and instead 
allow the certifying agency to determine if a second 
inspection is necessary; 

e Standardizing how varieties containing the Clearfield 
and AXigen traits are certified; 

e Reducing the tolerance of triticale in wheat to "None 
Found"; and 

e Moving the reference to rye, in regards to triticale toler- 
ance, out of the footnote and into the table. 


The department is also proposing to adopt the current 
hemp seed certification rules established by the Association 
of Official Seed Certifying Agencies (AOSCA) and replace 
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references to ‘industrial hemp' with 'hemp' to align with the 
Federal Seed Act (FSA). 

Hearing Location(s): On September 7, 2021, at 10:30 
a.m., Microsoft Teams conference line, join by link https:// 
teams.microsoft.com/I/meetup-join/19%3ameeting ZTY4 
MGFIYWYtZWQ3Ni00NWE2LWI3OWEtYzVmNGZhM 
GMwZjg0%40thread.v2/0?context=%7b%22Tid%22%3a% 
2211d0e217-264e-400a-8ba0-57dcec127d72d%22%2c% 
2201d%22%3a%22838c55c7-c187-44ae-8de0-2be684ce 
$d4a%22%7d, join by phone +1 564-999-2000, Conference 
ID 463 341 423#. Due to the ongoing COVID-19 pandemic, 
the public hearing will be held solely over video and telecon- 
ference. 

Date of Intended Adoption: September 10, 2021. 

Submit Written Comments to: Gloriann Robinson, 
Agency Rules Coordinator, P.O. Box 42560, Olympia, WA 
98504-2560, email wsdarulescomments@agr.wa.gov, fax 
360-902-2092, by September 7, 2021. 

Assistance for Persons with Disabilities: Contact Reanna 
McNamara, phone 360-902-1931, fax 360-902-2085, TTY 
800-833-6388, email rmcnamara@agr.wa.gov, by August 
27, 2021. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: WSCIA is a 
501c(5) nonprofit organization that works with Washington 
State University, Oregon State University and other public 
and private breeding programs, seed growers and condition- 
ers to develop, produce and distribute certified seed in order 
to improve crop quality and yields in Washington. WSCIA is 
designated in WAC 16-302-010 to act as the director's duly 
authorized agent for the purpose of certifying seed of buck- 
wheat, chickpeas, field peas, lentils, millet, soybeans, small 
grain, sorghum and forest trees, including conditional plant 
inspections for these crops. As part of these duties, WSCIA 
routinely reviews the certification rules for these crops, and 
petitions for changes that reflect the requirements and condi- 
tions of the industry as well as promote the well-being of the 
purchasers and user of seed and the members of the seed 
industry. This rule amendment proposes revisions to chapter 
16-302 WAC that address requests made in the most recent 
petition by WSCIA. 

This rule proposal also includes amendments to the cer- 
tification and regulation of hemp seed. The Washington state 
department of agriculture (WSDA) has been regulating hemp 
production since 2017 under the industrial hemp research 
pilot program and more recently, the hemp program. While 
the hemp program has seen an increase in licensees and acres 
registered in Washington, none of the licensees are participat- 
ing in seed certification. With a newly developed crop, there 
is a need to source quality seed. 

The purpose of seed certification is to preserve genetic 
purity and varietal identity. WSDA is an official AOSCA 
program enabling seed companies to produce and market 
genetically pure seed. The mission of AOSCA is to promote 
and facilitate the movement of seed or plant products in local, 
national, and international markets through the coordinated 
efforts of official seed certification agencies acting to evalu- 
ate, document, and verify that a seed or plant product meets 
certain accepted standards. Additionally, AOSCA establishes 
minimum standards for genetic purity and identity and rec- 
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ommends minimum standards for seed quality for the classes 
of certified seed. They standardize seed certification regula- 
tions and procedures, as well as operational procedures in 
interagency seed certification, and they periodically review 
agency genetic standards and procedures to assure compli- 
ance with FSA. 

AOSCA's requirements for producing certified hemp 
seed include special land requirements, planting eligible 
stock, field inspections, proper seed labeling and meeting 
standards based on complete lab analysis. The current hemp 
field certification standards in WAC 16-302-840 through 16- 
302-865 do not match the standards approved by AOSCA in 
June 2020. The purpose of the rule proposal is to align 
WSDA with all AOSCA standards for certified hemp seed. 

Reasons Supporting Proposal: The department is propos- 
ing to modify the inspection standards, including clarifying 
language in those standards, regarding the presence, treat- 
ment, and inspection of chickpea fields where Ascochyta 
Blight is found because chemistries, management tools, and 
genetics available to mitigate Ascochyta Blight are more 
available now than in the past. Treating chickpea seed with 
fungicidal chemicals is a long-accepted practice for stopping 
the spread of Ascochyta Blight in chickpea seed and is 
employed throughout the industry. 

While it continues to be necessary for industry to treat 
Ascochyta Blight, because of progress made by industry, 
WSDA is proposing to make the following changes to allow 
for more flexibility. 


Changing the requirement for Ascochyta Blight 
being found anywhere on the plant to just being 
found on the pod. It is well recognized that because this 
disease is not systemic, seed infection does not occur 
when lesions are found on stems and leaves. Lesions 
must be present on pods in order for seed to be infected, 
and even then it is possible that the pathogen has not 
breached the pod and reached the seed. Because pod 
lesions are required for seed infection, the standard will 
be modified to clearly state that only pod lesions are 
taken into consideration during certification inspections. 
Basing inspection criteria on pod lesions parallels new 
standards enacted for seed certification in Idaho as well. 
Allowing producers for all classes of chickpea seed to 
not treat for Ascochyta Blight if they have a waiver 
for the organic market (and/or research) and no 
Ascochyta Blight was found during inspection. Cur- 
rent Ascochyta Blight requirements do not take into con- 
sideration organic farming requirements. This proposed 
change would provide organic producers the ability to 
continue to produce all classes of seed without interfer- 
ing with their organic certification. If an organic grower 
is able to demonstrate that no organically-produced 
(meaning field was not organic) seed is available, the 
grower is allowed to use conventionally-produced seed 
in his or her system, as long as the seed itself is not 
treated with nonorganic products. In order to make certi- 
fied seed available to organic producers, an exemption 
for seed going into organic production systems is being 
added to the rule. 

Removing the additional Ascochyta Blight treatment 
requirement for the certified class of chickpea seed, if 
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a grower has already applied a fungicide during the 
growing season and Ascochyta Blight was not found 
during the field inspection. This amendment would 
also remove the requirement for a second inspection 
if Ascochyta Blight is found during the field inspec- 
tion and instead allow the certifying agency to deter- 
mine if a second inspection is necessary. Use of fungi- 
cides during the field production period is recognized to 
control infection from Ascochyta Blight. In order to pre- 
vent the establishment or spread of Ascochyta Blight in 
their chickpea crops most growers, where Ascochyta 
Blight is common, already apply fungicides regularly to 
their fields when conditions are conducive to infection. 
When a grower is managing the disease by applying a 
fungicide one or more times during the growing season, 
it is expected that the infection will not establish on seed 
pods, resulting in a low risk of infected seed. If growers 
can prove that they have applied fungicide to manage the 
disease and no symptoms of Ascochyta Blight are found, 
then no additional treatment will be required. Addition- 
ally, the required second inspection for all growers is 
being removed from the rule and instead it will be left up 
to the discretion of the certifying agency (WSCIA) to 
determine if a particular grower is in need of a follow-up 
inspection to verify compliance. 


The department is proposing to standardize how variet- 
ies containing the Clearfield and A Xigen trait are certified. 
Currently, this rule only references the standards for certify- 
ing varieties containing the Clearfield trait, however the 
department, upon request from the industry, has been certify- 
ing both varieties with both Clearfield traits and AXigen 
traits for a number of years. Both traits have their own stan- 
dard requirements. Due to the increase in popularity, the 
department is now moving to include AXigen trait standards 
in rule as well. Just like seed varieties with the Clearfield 
trait, seed varieties with the AXigen trait must pass the bioas- 
say or polymerase chain reaction (PCR) test as defined by the 
trait owner. Including the testing requirement for seed variet- 
ies with the AXigen trait in the seed certification rule pro- 
vides clarification and improves transparency between what 
is currently being required for certification and ensures that 
each trait-containing variety is handled in a standardized 
manner. The department is also removing the unnecessary 
reference to the herbicide Imazamox in WAC 16-302-685(2), 
since it only pertains to seed varieties with the Clearfield trait 
and not the AXigen trait (CoAXium variety). Having gener- 
alized verbiage and a standardized description for all variet- 
ies without trade names will ensure consistent application of 
the standards for all small grain seed certification. 

The department is proposing to reduce the tolerance for 
triticale from 1/1000g to "None Found" in certified class 
wheat seed and to move the reference to rye, in regards to trit- 
icale tolerance, out of the footnote and into the table. By 
reducing the tolerance for triticale in wheat seed to "None 
Found", the department asserts that certified seed is without 
triticale contaminants which will improve the seed quality 
and purity. Triticale is an artificial or man-made hybrid of rye 
and wheat. It is grown mostly for forage or animal feed. The 
presence of triticale is problematic because when triticale is 
harvested in a commercial wheat or rye crop it ends up as 
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dockage or foreign material and therefore lowers the price the 
crop can be sold for. Due to its hard-seeded nature, triticale 
also has the ability to reseed itself in future years, allowing it 
to become a weedy species in the field. When growers pur- 
chase one lot of triticale-contaminated wheat seed, they may 
be bringing a long lasting problem to their fields. Commer- 
cial growers consider ANY amount of triticale in certified 
wheat seed to be a contamination of the crop and have specif- 
ically requested that the allowance for triticale be lowered to 
"None Found" for all classes. In registered class and founda- 
tion class seed, the tolerance for triticale is already "None 
Found". By reducing the tolerance in the certified seed class, 
we are able to align the standards between all classes of pro- 
duction. Currently, the tolerance for triticale in certified rye is 
already "None Found". However, the tolerance is listed in a 
footnote which is not easily identifiable for industry (WAC 
16-302-685 (2)(a)). The rule amendment moves the reference 
to rye out of the footnote and into the table to improve read- 
ability without changing any requirements for rye. 

The department is proposing to adopt all of the hemp 
seed certification rules established by AOSCA. Currently, 
WSDA's seed certification standards for hemp are more strin- 
gent than AOSCA which is the standard most states align 
with. Given that WSDA is more stringent, there have been no 
acres of certified, registered, or foundation hemp grown in 
Washington. This results in Washington hemp licensees hav- 
ing to use certified seed produced in other states, or use com- 
mon seed that does not have the same seed quality and purity. 
In the United States Department of Agriculture (USDA) final 
tule that was published on January 19, 2021, USDA recom- 
mended the use of hemp seed from varieties that have under- 
gone varietal certification following the process outlined in 
FSA regulations and produced by AOSCA standards. Addi- 
tionally, USDA has encouraged state hemp programs, when 
adopting a performance-based sampling protocol, to consider 
seed certification processes that identify varieties that have 
consistently demonstrated to result in compliant hemp plants. 
This flexibility could significantly increase the demand for 
certified seed. It is important that Washington certification 
standards for hemp fully align with AOSCA in order to pro- 
vide equal opportunity for Washington seed producers. 

The department is proposing to replace references to 
"industrial hemp" with "hemp" to align with FSA. As a state 
regulatory agency, WSDA is required to monitor and enforce 
the standards of FSA. Chapter 15.49 RCW mirrors the label- 
ing requirement of seed found in the FSA. RCW 15.49.005 
specifies that, "To the extent possible, the department shall 
seek to incorporate into the rules provisions from the recom- 
mended uniform state seed law in order to attain consistency 
with other states." Aligning certified seed production lan- 
guage to FSA language is good practice, minimizes confu- 
sion and maintains consistency with other states and the seed 
industry. 

Statutory Authority for Adoption: RCW 15.49.005, 
15.49.021, 15.49.310, 15.49.370, and 15.140.030. 

Statute Being Implemented: Chapters 15.49 and 15.140 
RCW. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: WSCIA and WSDA, public. 
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Name of Agency Personnel Responsible for Drafting: 
Reanna McNamara, 1111 Washington Street S.E., Olympia, 
WA 98504, 360-902-1997; Implementation and Enforce- 
ment: Paula Moore, 21 North 1st Avenue, Suite 203, Yakima, 
WA 98902, 509-249-6950. 

A school district fiscal impact statement is not required 
under RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 
34.05.328. WSDA is not a listed agency under RCW 34.05.- 
328 (5)(a)(i). 

This rule proposal, or portions of the proposal, is exempt 
from requirements of the Regulatory Fairness Act because 
the proposal: 

Is exempt under RCW 19.85.061 because this rule mak- 
ing is being adopted solely to conform and/or com- 
ply with federal statute or regulations. Citation of 
the specific federal statute or regulation and descrip- 
tion of the consequences to the state if the rule is not 
adopted: Replacing references to "industrial hemp" 
with "hemp" is exempt under RCW 19.85.061 
because it adopts terms that align with FSA. RCW 
15.49.005 specifies that, "To the extent possible, the 
department shall seek to incorporate into the rules 
provisions from the recommended uniform state 
seed law in order to attain consistency with other 
states." If the rule is not adopted there will be a dif- 
ference between the state language and the federal 
language which can lead to stakeholder confusion. 

Is exempt under RCW 19.85.025(3) as the rules are 
adopting or incorporating by reference without 
material change federal statutes or regulations, 
Washington state statutes, rules of other Washing- 
ton state agencies, shoreline master programs other 
than those programs governing shorelines of state- 
wide significance, or, as referenced by Washington 
state law, national consensus codes that generally 
establish industry standards, if the material adopted 
or incorporated regulates the same subject matter 
and conduct as the adopting or incorporating rule; 
and rules only correct typographical errors, make 
address or name changes, or clarify language of a 
tule without changing its effect. 

Explanation of exemptions: Adopting all of the hemp 
seed certification rules established by AOSCA is exempt 
under RCW 19.85.025(3), 34.05.310 (4)(c) because it incor- 
porates standards that align with a national consensus code 
that generally establishes industry standards. USDA's final 
tule published on January 19, 2021, recommended the use of 
hemp seed from varieties that have undergone varietal certi- 
fication following the process outlined in FSA regulations 
and produced by AOSCA standards. 

In WAC 16-302-685(2), removing the reference to the 
product Imazomox and moving the reference to rye out of the 
footnote and into the table are both exempt under RCW 
19.85.025(3); 34.05.310 (4)(d) because they clarify the rule 
without changing its effect. 

The proposed rule does not impose more-than-minor 
costs on businesses. Following is a summary of the agency's 
analysis showing how costs were calculated. Changing the 
requirement of Ascochyta Blight being found anywhere on 
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the plant to just the pod will allow the producer to spray the 
crop and continue with the certification process. Whereas 
now, in current rule the presence of Ascochyta Blight in the 
form of lesions on the leaves and stems would result in the 
crop being ineligible for certification. The department does 
not anticipate any negative impacts as a result of this amend- 
ment. 

Under the current rule, for all classes of chickpea seed, 
treating the seed for Ascochyta Blight disqualifies the seed 
from being sold in organic markets. By providing a waiver of 
seed treatment, the grower has access to an additional market 
and sell conventionally grown seed in organic markets. Both 
tolerant and nontolerant varieties are still protected from high 
infection. The department does not anticipate any negative 
impacts as a result of this amendment. 

For certified class of chickpea seed, if a grower has 
already applied fungicide during the growing season, no 
additional treatment is required if Ascochyta Blight is not 
found. Additionally, the rule change would remove the 
requirement for a second inspection if Ascochyta Blight is 
found during the field inspection. Instead, a second inspec- 
tion would be at the discretion of the agency. This change 
will allow for the certification agency to deem Ascochyta 
Blight controlled using field fungicides, reducing the need for 
a later inspection and saving growers and the agency money 
by not conducting unnecessary inspections. The department 
does not anticipate any negative impacts as a result of this 
amendment. 

Since the department is already certifying seed varieties 
that contain the AXigen trait, according to this standard and 
this rule does not impose any additional requirements or 
costs, it does not anticipate any negative impacts associated 
with this amendment. 

Reducing the tolerance for triticale in wheat seed to 
"None Found" could result in seed lots being rejected which 
may have previously met the standard. However, only one lot 
of wheat tested for certification in the last five years would 
have been disqualified by the proposed "None Found" toler- 
ance. The seed lot in question held 625,000 pounds, which is 
less than 0.1% of the more than 660 million pounds of seed 
certified for Washington planting in the same time period. 
Wheat grain is sold by the bushel with one bushel being 
equivalent to 60 US pounds. This one seed lot was the equiv- 
alent of 10,416.66 bushels. As certified seed, this lot was able 
to be sold for $10.85/bu. If the lot has failed certification 
because this proposed rule had been in place at that time, the 
lot would have had to be sold as noncertified seed for only 
$7.60/bu for a total cost difference of $-33,854.17. The North 
American Industry Classification System code for this pro- 
ducer is 424510. The minor cost threshold for this industry is 
$49,430.75. Therefore the department does not anticipate that 
this proposed amendment would exceed the minor cost 
threshold. Since customers of certified wheat seed already 
find the presence of triticale unacceptable, many seed compa- 
nies will not sell wheat seed known to contain triticale. The 
certified seed market has been self-regulating the sale and 
purchase of wheat seed that contains triticale. 

A copy of the detailed cost calculations may be obtained 
by contacting Gloriann Robinson, P.O. Box 42560, Olympia, 
WA 98504-2560, phone 360-902-1802, fax 360-902-2092, 
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TTY 800-833-6388, email wsdarulescomments@agr.wa. 
gov. 


August 4, 2021 
Jessica Allenton 
Assistant Director 


AMENDATORY SECTION (Amending WSR 18-10-055, 
filed 4/27/18, effective 5/28/18) 


WAC 16-302-560 Miscellaneous field and seed 
inspection standards for buckwheat, chickpea, field pea, 
lentil, millet, soybean, sorghum, small grain seed certifi- 
cation. (1) Field inspection timing for buckwheat, chickpea, 
field pea, lentil, millet, soybean, sorghum, small grain seed 
entered in the certification program are: 

(a) For field pea and lentil - When seed crop is in full 
bloom; 

(b) For chickpea (garbanzo bean) - When seed crop is 
mature enough to differentiate leaf type (compound or simple 
leaf type), with a second inspection occurring between full 
bloom and late pod stage for registered and foundation class. 
Certified class ((requires)) may be subject to a second inspec- 
tion at the discretion of the certifying agency at late pod stage 
if ascochyta blight is observed during the first inspection and 
the crop has been treated with an EPA-approved fungicide; 

(c) For soybean - When seed crop is in full bloom and of 
mature color; 

(d) For open pollinated sorghum - When seed crop is in 
full bloom, and optionally again when seed crop begins to 
show mature color; 

(e) For hybrid sorghum - Two inspections during bloom 
and one inspection after seed begins to show mature color; 

(f) For small grains - When seed crop is fully headed and 
of mature color; 

(g) For millet - One inspection during bloom and one 
inspection after seed begins to show mature color; and 

(h) For buckwheat - One inspection when seed crop is in 
full bloom. 

(2) Any condition or practice which permits or causes 
contamination of the seed crop, such as failure to prevent 
seed formation of prohibited noxious weeds, or excess weeds 
including excessive objectionable or restricted noxious 
weeds, or mechanical field mixing, is cause for rejection 
upon inspection. Fields rejected for jointed goatgrass or 
jointed goatgrass hybrids are not eligible for reinspection and 
must remain ineligible for any production of certified classes 
of small grain seed until a reclamation procedure, as specified 
in subsection (3) of this section has been completed. Fields 
rejected for other causes will remain eligible for reinspection. 

(3) The jointed goatgrass reclamation procedure includes 
the following: 

(a) Each grower must develop a reclamation plan for 
his/her affected fields. The plan must be based on the most 
current recommendations of Pacific Northwest scientists and 
Washington State University cooperative extension as well as 
good management practices. The plan may include use of 
certified seed, spring cropping practices, and late tilling and 
planting. No particular program is specified or endorsed and 
compliance with a program does not assure eligibility for the 
production of certified classes of small grain seed. Eligibility 
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is based solely upon results of field inspections as provided in 
(b) through (e) of this subsection. 

(b) The rehabilitation and inspection program duration is 
three years for irrigated land and five years for dryland with- 
out production of certified small grain seed and the first year 
of certified seed production thereafter. 

(c) Annual inspections of the affected fields are con- 
ducted by the certifying agency during the prescribed rehabil- 
itation period at such time that the jointed goatgrass or jointed 
goatgrass hybrids would be most visible. 

(d) Following the prescribed period of rehabilitation and 
during the first certified seed production year, a minimum of 
three field inspections are conducted by the certifying 
agency. 

(e) If jointed goatgrass or jointed goatgrass hybrids are 
found during any inspection as provided in (c) and (d) of this 
subsection, the rehabilitation program is determined unsuc- 
cessful or the field is declared ineligible and the rehabilitation 
and inspection program for that field must begin again at year 
one of the procedure. 

(4) Field run lots of seed of the same variety may be 
commingled to facilitate storage and conditioning. 

(5) No prohibited noxious weed seeds are permitted 
upon inspection for seed standards. 

(6) Germination minimum refers to germination when 
sampled. 
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(7) If chemically controllable seed-borne diseases are 
noted upon inspection for field standards and seed standards 
for small grains, treatment of seed is required. 

(8) Wild oat, isolated patches and borders must be 
removed or clearly marked so as to avoid harvesting with the 
rest of the field. If rejected, a reinspection is necessary to 
assure clean-up efforts are satisfactory. Spot checks are con- 
ducted on fields where heavy patches or contaminated bor- 
ders were noted. Harvesting these areas with the rest of the 
field is cause for rejection of the entire field. 

(9) The official laboratory providing seed analysis for 
the purpose of certification is the department. 

(10) For all fields planted with varieties that contain the 
CLEARFIELD trait as defined in the variety description, docu- 
mentation will be required to be submitted with the certifica- 
tion application verifying that the production field meets all 
production guidelines and was sprayed with the appropriate 
herbicide. CLEARFIELD is a trait that makes a plant resistant to 
the Imazamox herbicide. 

(11) For all fields planted with varieties that contain the 
AXigen trait as defined in the variety description, documen- 
tation will be required to be submitted with the certification 
application verifying that the production field meets all pro- 
duction guidelines and was sprayed with the appropriate her- 
bicide. AXigen is a trait that makes a plant resistant to 
Aggressor® (Quizalofop-P-ethyl) brand herbicide. 


AMENDATORY SECTION (Amending WSR 14-20-050, filed 9/25/14, effective 10/26/14) 
WAC 16-302-685 Small grains standards for seed certification. (1) Land, isolation, and field standards for small grains 


(barley, oat, rye, triticale, and wheat) seed certification are: 


LAND, ISOLATION, AND FIELD STANDARDS 


ISOLATION OFF-TYPE OTHER CROP WILD OAT 
LAND STANDARDS STANDARDS MAXIMUM HEAD MAXIMUM HEAD ( (FREFFEALE-PEANFS PER -AERE| MAXIMUM 
CLASS MINIMUM YEARS MINIMUM FEET RATIO RATIO HN-BAREEY WHEAF AND-OaACF)) PLANTS/ACRE 
Foundation 2 (a) 50 same None found None found (c), (d) ((Nene-foundd))) None found 
genus (b) 
3 different genus 
Registered 1 (a) 10 same genus 1/148,000 1/148,000 (c) ((Nenefoundd))) 5 
3 different genus (b) 
Certified 1 (a) 10 same genus 1/49,000 1/49,000 (c) ((Nenefound()) 5 
3 different genus (b) 


(a) Waived if the previous crop is grown from an equal or higher certified class of seed of the same variety. 


(b) Each rye field for certification must be isolated by three feet from fields producing a certified class of the same variety, and by six hundred sixty feet from 
other rye fields. Each triticale field for certification must be isolated by three feet from fields producing a certified class of the same variety, and by three 
hundred feet from other triticale, rye and wheat fields for foundation and registered class, and ten feet for certified class, unless otherwise stated by the plant 
breeder. 

(c) Refers to other small grains, except that no rye or triticale is permitted in barley, oat, or wheat; and no vetch is permitted in barley, oat, rye, triticale, or wheat. 

(d) Only one reinspection is allowed for foundation fields when triticale is found in the first inspection. Additional inspections are allowed if the field is down- 
graded to the registered or certified class. 


(2) Small grains - Seed standards: 


For CLEARFIELD and CoA Xium varieties: For all classes - Each lot must pass ((t#e-CLEARFIFED-Confirm test by)) bioassay 
or PCR as defined by the trait owner. ((Fhe-CLEARFIFED-Confirnitest- verifies that the seed is resistanttothe Imazamexherbi- 
eide-)) 


Class Foundation Registered Certified 
Pure seed % (minimum) 98 98 98 
Inert % (maximum) 2 2 2 
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Class Foundation Registered Certified 
Off-type (a) % (maximum) None found 2/lb 4/lb 
Other small grain 
excluding triticale and rye (a) (maximum) None found 1/1b 2/Ib 
Triticale allowed in wheat (((})) and rye ((44000-grams)) 
None found None found None found 
Triticale allowed in oats and barley None found None found 1/Ib 
Other crop (b) % (maximum) None found 0.03 0.05 
Weed seed % (maximum) 0.01 0.01 0.03 
Objectionable 
weed seed (c) (maximum) None found None found None found 
Wild oat (maximum) None found None found None found (d) 
Viability (e) % (minimum) 85 85 85 


(a) The combination of other small grain and off-type must not exceed 2/lb for registered class, and 4/lb for certified class. The tolerance for rye is none found 
in barley, oat, triticale, or wheat. ((Fhetelerance for rye is none found in triticale The tolerance iticale is none found in tye.) 


(b) Excluding off-type and other small grain. No vetch is allowed in small grain seed. 


(c) Excluding wild oat. 
(d) 1/lb for certified class oat. 


(e) A certification certificate is issued upon receipt of either an official AOSA tetrazolium or germination test which meets minimum Washington viability stan- 


Note: For all classes the purity analysis is based on 100 grams examined. For registered and certified classes, noxious weed, vetch, off-type, and other 


small grain determinations are based on 500 grams ((examined-exceptas- alowed in feotnote-() of this subsectien)). For foundation class, noxious 


weed, vetch, off-type, and other small grain determinations are based on 1000 grams examined. 


AMENDATORY SECTION (Amending WSR 18-10-055, filed 4/27/18, effective 5/28/18) 


WAC 16-302-690 Chickpea standards for seed certification. (1) Land, isolation, and field standards for chickpea seed 
certification are: 


FIELD STANDARDS 

Isolation (min- Inseparable Noxious (c) Pods with 
Land Requirements (a) (mini- imum feet) Off-type Other Crop ((œ$>} Weeds Ascochyta 
mum years) ((€e))) b) (plants/acre) (plants/aere))) (plants/acre) Blight (d) 

Class 
Foundation 2 25 none found none found (c) none found 
Registered 1 10 5 none found (c) none found 

Certified 1 10 10 none found (c) 10 plants/acre 


iety_tn-addition, each chickpeafield for certific 


ation -nnast- be isolated by-three- 


(a) Waived if the previous crop is grown and passes certification field standards of equal or higher certified class of seed of the same variety. 


(b) Reduce to three feet from fields producing the same variety. In addition, each chickpea field for certification must be isolated by three feet from small grain 
fields. To prevent mechanical field mixing of swathed chickpea seed crop, the planting of small grain between fields, except for three feet of isolation, is 
recommended. 


(c) Prohibited, restricted, and other weeds difficult to separate must be controlled. 


(d) Ifan EPA-approved product for control of Ascochyta rabiei (ascochyta blight) was applied according to labeled rate during the growth cycle, and followed 
by additional application(s) if infection is found at field inspection, there is no standard to apply in certified class fields. 
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(2) Seed standards for chickpea seed certification are: 
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SEED STANDARDS 
Pure seed % Inert % Other Crop Weed Seed Germination % 
Class ((€e))) (a) 
Foundation 99 1 none found none found 85 
Registered 99 1 none found none found 85 
Certified (((4)) 99 1 2 seeds/Ib ((fa})) (b) | 2 seeds/Ib (ŒJ) (© 85 


(((a None found for Austrian pea, rye, or vetch. 


e:)) 


(a) All classes must be treated with a fungicide registered to control ascochyta blight at the labeled rate. A seed treatment waiver can be obtained if no ascochyta 


blight was observed at field inspection. This is an allowance for seed intended for organic markets and/or research. 


(b) None found for Austrian pea, rye, or vetch. 


(c) None found for nightshade berries or prohibited noxious weed seeds. 


Standards for (dustrial) Hemp ((Seed)) Certification 


AMENDATORY SECTION (Amending WSR 17-08-090, 
filed 4/5/17, effective 5/6/17) 


WAC 16-302-840 (( 


Standardstferindustrial hemp 
seed-producetion-)) Hemp (Cannabis sativa L. subsp. 
sativa) certification standards. (1) ((Fhe-general seed-certi- 
freation definttions-and standards +n this chapter are basic and 


together- with WAC 116-302-845 through 16-302-865 consti 


in- chapter 16-303 - WAC, 

G)-ATT growers of industrial hemp-eertified seed _erope 

are required- te-betHeensedamnderthe 
chapter t5420 REW- 

(4))) The general requirements for seed certification 
found in WAC 16-302-005 through 16-302-130 of the 
genetic and crop standards apply to (are basic) all crops, and 
together with the following specific standards, constitute the 
certified hemp standards. 

(2) The genetic and crop standards are modified as fol- 
lows: 

(a) All production of hemp crops are subject to license 
application approval under the department's hemp licensing 
rules adopted under chapter 15.140 RCW. 

(b) Only varieties of ((##dustrial)) hemp approved by the 
((department)) association of official seed certifying agencies 


shall be e ja ge apn NESE ee 


EY) © The allowable : area iot TATE E 


)) hemp production may be 
determined ((andHmited)) by the department under the terms 


of rules adopted under chapter ((15+20)) 15.140 RCW. 


((6)AdHndustrial hempfields-established_for-seed-cer 
ceili ; on : 4 ine. 


9 
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()-Growers-must pest sisnage-approved by the -depart- 
ment on-atleast four sides inchidine the mai entry point of 
each authorized field 

€8})) (d) Growers are required to obtain tetrahydrocan- 
nabinol (THC) test results as required by ((rutes-adepted 
under)) chapter (45420 REW)) 16-306 WAC. 

(e) Fees for seed certification are assessed as established 
in chapter 16-303 WAC. 


AMENDATORY SECTION (Amending WSR 17-08-090, 


filed 4/5/17, effective 5/6/17) 


WAC 16-302-845 Definitions specific to ((industrial)) 
ue RRE certification standards. oe 


0:3-pereent-ortess_by-_dryweight_tndustrial hemp-dees net 
ola DA ; big he definiti 


of "“mariana'_as-definedin RCW 6950404 
“Iadustrial _hemp-—seed_production imeans-an industrial 


RIO ETE a ARG 


"Fee-mate' means-an intersexuat plant es exeeedsthe 
ratie-of male-and female flewers-_as_deseribed in the -variety 
description. 

"Unisexua female means-aimoneeeious typeof indus- 
efs- 

"Unisexua Hemale-hybridmeans-ahybrid-wheretheA 
line 4s-a-unisexual female type-and the B tine produces mate 
fertile flewers.)) "Approved cultivar" means any variety des- 
ignated as eligible for production by federal or state regula- 


tory authorities. 


[112] 


Washington State Register, Issue 21-16 


"Hemp" (Cannabis sativa L. subsp. sativa) includes vari- 
eties of these kinds: 

(a) Dioecious type: With male and female flowers on 
separate plants. 

(b) Monoecious type: With male and female flowers on 
the same plant. 

(c) Hybrids (unisexual female): With sterile male and 
fertile female flowers on the same plant. 


Note: Although traditionally a crop with a dioecious plant type, many 
monoecious varieties of hemp (Cannabis sativa L. subsp. 
sativa) have been developed. Hemp is sexually polymorphic 
and often produces many different ratios of intersexual plant 
types that can increase roguing requirements. Variety descrip- 
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(1) ((Creps-must not -be-planted_ontand where foresee- 
from-a-previeus-crop_may_cause-con- 


2) Fields for foundatien-and registered -classes-must not 
be-planted_ontand which in the _ previous -five-years_srew-a 
iff r industrial} b à 


B)Eropsforeertifiedelassmustnotbe-planted-omtand 


trial hemp-ormariuana-)) Hemp crops for foundation and 
registered classes must not be grown on land which in any of 
the preceding three years produced a crop of hemp. 

(2) Hemp crops for certified classes must not be grown 


on land which: 


tions normally define these ratios. 


"Hemp seed production" means a hemp seed production 
field established with an appropriate generation of certified 
seed intended to produce a subsequent generation of certified 
seed. 

"THC" means delta-nine (A9) tetrahydrocannabinol, 
which is the component of hemp regulated by federal or state 
regulatory authorities. 

"Variety" means a subdivision of a kind that is distinct, 
uniform, and stable; "distinct" in the sense that the variety can 
be differentiated by one or more identifiable morphological, 
physiological, or other characteristics from all other varieties 
of public knowledge; "uniform" in the sense that variations in 
essential and distinctive characteristics are describable; and 
"stable" in the sense that the variety will remain unchanged in 
its essential and distinctive characteristics and its uniformity 
when reproduced or reconstituted as required by the different 
categories of varieties. 

"Volunteer plant" means an industrial hemp plant that 
was not intentionally planted and results from a previous 
crop. 


AMENDATORY SECTION (Amending WSR 17-08-090, 
filed 4/5/17, effective 5/6/17) 


WAC 16-302-850 Land requirements for ((indus- 
trial)) hemp ((seed)) certification standards. Land require- 
ments for the production of ((andadustrial)) a hemp seed crop 
are as follows: 


(a) In the preceding year produced a certified crop of the 
same variety. 

(b) In either of the preceding two years produced a non- 
certified crop of hemp or a different variety of hemp. 

(3) Weeds: The presence of broomrape (Orobanche spp.) 
in hemp crops is cause for declining certified status. 


AMENDATORY SECTION (Amending WSR 17-08-090, 
filed 4/5/17, effective 5/6/17) 


WAC 16-302-855 Isolation requirements for ((indus- 
trial)) hemp ((seed)) certification standards. ((tselatien 


(3)Hadustrial_hemp-seed_production_crops_for-certifica- 
ton must be isolated from all other industrial hemp varieties 


I T: Isolation F Isolation Di aE 
Diveei l Dif Fe industrial] 16150 
Feundation-and Registered Noneertified industrial hemp 16,150 
i fed el ; 7 6.460 
Same-class-of same-variety 3 
Dicees Dif Re industrial] 16150 
Certified Noneertified industrial hemp 16,150 
Certified class-ef the same-variety 3 
; tivbtids: | Dioeel ; ndustial 16450 
Feundation-and Resistered Noneertified industrial hemp 16,150 
Certified class-of same-variety 3 
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: ! ae <a l z - 3230 
Certified Noneertified industrial hemp 3.236 
re er: ra: 

Certified class-of same-variety 3)) 


(1) The area, density, stage of maturity and location of any contaminating pollen source is an important factor in cross pol- 
linations, and therefore must be noted on the seed crop inspection report for consideration in determining certification status. 


There shall not be any Cannabis sativa L. plants within 100m (328.08 feet) of the crop and not more than ten plants/ha beyond 


100m within the isolation requirement. 


(2) The required isolation must be present prior to flowering and crop inspection. 


Table 1: Minimum Isolation Distances Required Between Inspected Hemp and Other Crops 


Inspected Crop 


Other Crops 


Isolation Distance 


Required (feet) 


Dioecious type - - Different varieties of hemp 15,748 
Foundation - Noncertified crop of hemp 
- Lower certified class seed crop of same variety 6.460 
- Same class of certified seed crop of same variety 10 
Dioecious type - - Different varieties of hemp 15,748 
Registered - Noncertified crop of hemp 
- Seed crop of same variety that meets certified standards for varietal 5,249 
purity 
- Seed crop of same variety that meets registered standards for varietal 3 
purity 
Dioecious type - - Different varieties of hemp 2,624 
Certified - Noncertified hemp 
- Planted with certified seed of the same variety that meets certified 656 
standards for varietal purity 
- Seed crop of same variety that meets certified standards for varietal 3 
purity 
Monoecious type - - Dioecious variety of hemp 15,748 
Foundation - Noncertified crop of hemp 
- Other monoecious varieties 9,690 
- Lower certified class seed crop of same variety 
- Same class of certified seed of same variety 16 
Monoecious type - - Dioecious variety of hemp 15,748 
Registered - Noncertified crop of hemp 
- Different varieties of the same type of hemp (monoecious or female 6.460 
hybrid) 
- Seed crop of same variety that meets certified standards for varietal 3,230 
purity 
- Seed crop of same variety that meets registered standards for varietal 3 


purity 
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Inspected Crop 


Monoecious type - 
Certified 


Isolation Distance 
Other Crops Required (feet) 
- Dioecious variety of hemp 3,230 
- Noncertified crop of hemp 
- Different varieties of the same type of hemp (monoecious or female 656 
hybrid) 
- Planted with certified seed of the same variety that meets certified 
standards for varietal purity 
- Seed crop of same variety that meets certified standards for varietal 3 
purity 


AMENDATORY SECTION (Amending WSR 17-08-090, 
filed 4/5/17, effective 5/6/17) 


WAC 16-302-860 Field ((inspeetion)) standards 
((and-teleranees)) for ((ihdastriat)) hemp ((seed)) certifi- 
cation. ((GHindustrial hemp-seed production crop fields shalt 


of anticipeted-harvest date Fielde not harvested withinton 


tror-and THE test 
(dHselation-areas-will be inspected for volunteer plants 
T c Í hd : ie 
2)-Off typemaleflowers—must_be+removed—by_the 

grewer-prierte-producing _polen and evidence-of removal 
be identifiable durine the d À j . 


Resued maleflowersmust be removed from the field 
and buried of otherwise destroyed by the grower to prevent 
poHen-preduction- 

@G)_- dieecious—mate—plants—start flowering before 
removalfrom field, aH plants around them must be destroyed 
bythe srower-within aradiis_oftenfeet for foundation seed, 


USBI ee oleh ait het ae yeti ea ea ee 


FHC testing at the third inspeetionest+esults -exeess-of 
0.3% FHC will be-cause for rejection and the field may be 


EE Sole Rolo T 
purity-_and identity determination shal because forthe 
department te reject the _affected field for certification pur- 
poses- 


()) Fldsplantednsuchamannerthatprevents-nspee- 
toraccess-shalbeceauseforthe-departmenttorejeetthe 


affected_tield for certification _purpesestintess the -srower 
remedies the condition in-atimelymanneras required by the 


six feet for registered seed and three feet for certified seed. ing tothe folowing table: 


Maxi ; ; lard 9,006 
Maxi i rdi Maxi i cod 
M berette l e ; 7 ae ; 
Je! . i ari g f oE 

Pioecioustype:Foundation - - 3 
Disecioustype:Reegistered and - - 40 
Certified 
Monoecious:Foundation 500 + 3 
Menececious- Registered 4960 2 40 
Monoecious:-Certified 2000 +00 +0)) 
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(1) Crop inspection: 
(a) It is the grower's responsibility to ensure that fields 
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(iv) Excessive weeds or other factors that prevent vari- 
etal purity and identity determination shall be cause for the 


are inspected by an authorized inspector at least once prior to 
swathing or harvesting, except in the case of foundation, reg- 
istered, and certified monoecious types and unisexual hybrids 
and foundation dioecious types, in which two inspections are 
required. 

(b) A field that is cut, swathed, or harvested prior to crop 
inspection is not eligible for certification. 

(c) Fields must be inspected at a stage of growth when 
varietal purity is best determined. Crops not inspected at the 
proper stage for best determining varietal purity may be 
cause for declining certified status. 

(i) First inspection for all classes of monoecious types 
must be made just before or at early flowering. First inspec- 
tion for all classes of dioecious types must be made after 
flowering when male plants are beginning to senesce. 

(ii) Second inspection for all classes of monoecious 
types, and the foundation class of dioecious types must be 
made when seeds are well forming. 

(iii) Isolation areas will be inspected for volunteer hemp 


department to reject the affected field for certification pur- 
poses. 

(v) Fields planted in such a manner that prevents inspec- 
tor access shall be cause for the department to reject the 
affected field for certification purposes unless the grower 
remedies the condition in a timely manner as required by the 
department. 

(2) Impurity standards: 


(a) Impurities should be removed prior to crop inspec- 
tion. 


(b) Any combination of impurities may be reason for 
declining certified status. 


(c) Table 2 indicates the maximum number of impurities 
permitted in approximately ten thousand plants of the 
inspected crop. The inspector makes at least_six counts (ten 
thousand plants each) or the equivalent to determine the num- 
ber of impurities. The resulting average of these counts must 


plants on each inspection. 


not exceed the maximum impurity standards in Table 2. 


Table 2: Maximum Impurity Standards 


Maximum Impurity Standards per 10,000 plants in Hemp Seed Crops 


Plot Crop 


Maximum Number of Dioecious Male 


Maximum Number of Off-Types or Other 


Plants Shedding Pollen 


Varieties 


Dioecious type - 
Foundation 


Jw 


Dioecious type - 
Registered 


Dioecious type - 
Certified - 


Monoecious type - 
; 1 
Foundation 


Monoecious type - 
: 2 
Registered 


Monoecious type - 
Monoecious type 100 


Certified 


AMENDATORY SECTION (Amending WSR 17-08-090, 
filed 4/5/17, effective 5/6/17) 


WAC 16-302-865 Seed standards for ((dustrial)) 
hemp ((seed)) certification. ((Seed-standardsferindustrial)) 
Hemp seed ((preduction-ereps)) standards for each class are 


as follows: 


Foundation | Registered | Certified 


Pure seed 98.00% 98.00% 98.00% 


(minimum) 


Inert matter 2.00% 2.00% 2.00% 


(maximum)* 


Weed seed 0.10% 0.10% 0.10% 


(maximum) 


Proposed 


Certified 
0.08% 


Foundation 
0.01% 


Registered 
0.03% 


Total Other 
crop 
(maximum) 
((nert-matter 
(maximum) * 
Weed seed- 
(maximam) 
Other varieties 
(maximum) 
Other kinds 
(maximum) ** 


2-00% 


040% 


0.005% 


0.01% 
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Foundation | Registered | Certified 

(Other kinds- 2pertb- 6-pertb. 4+0-pert- 
(maximum) 

Other varieties- | Nonefound 00s 0-05% )) 
(maximum) = 

Germination 80.00% 80.00% 80.00% 
(minimum) *** 
(Œ 9 

seedfragments- 
ik Xe seth To D 


* [nert matter shall not include more than 0.5 percent of material other 
than seed fragments of the variety under consideration. 


** Other kinds shall not exceed 2 per lb. (454 grams) for foundation; 6 per 
lb for registered; 10 per lb for certified. 


*** Exclusive of dormancy, firm or hard seed, or any other reference to via- 
bility. 


(1) Foundation seed production: Any means of process- 
ing or conditioning of seed from a foundation production area 
which may contaminate the varietal purity of the seed is pro- 
hibited. 

(2) Area of foundation fields: 

(a) When unforeseen circumstances do not permit proper 
maintenance of the entire field, it is recommended that the 
area be reduced by destroying part of the field or by isolating 
a part to meet the requirements of a lower status of certified 
seed. The remainder of the field must meet the requirements 
for foundation field production. 

(b) The area of a foundation field includes the "walk- 
ways" provided within the field to facilitate effective rogu- 


ing. 
(3) Recommended production procedures: 


(a) Field planting: 


(i) Fields should be planted to facilitate inspection, rogu- 
ing, and harvesting. 

(ii) Fields should be planted in areas easily accessible for 
frequent maintenance and to provide the maximum protec- 
tion from outside sources of contamination, such as roadways 
and building sites. 

(iii) Regulations for land requirements are minimum 
standards and caution is necessary in choosing land, as volun- 
teer growth from previous crops may vary according to local 
conditions. 

(iv) The regulations for isolation are minimum stan- 
dards. It is always to the grower's advantage to provide more 
isolation than required. When planting foundation fields, spe- 
cific requirements may influence the location and size of the 
field. It is a safeguard if adjacent crops are the same variety 
as the field and are inspected for certified status. 

(b) Roguing: 

(i) The field must be thoroughly and intensively rogued 
many times throughout the crop season. 

(ii) Off-type male flowers must be removed before the 
receptive stage of female flowers in the inspected crop. 

(iii) The numbers and kinds of plants removed should be 
recorded and described on the appropriate forms. 

(iv) All male flowers rogued from the crop must be 
removed from the production area and burial is recom- 


mended. 
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(v) Regrowth of rogued flowers or plants must be pre- 
vented. 

(c) Harvesting, cleaning, and storing: 

(i) A seed grower should have access to the necessary 
equipment for harvesting and cleaning the seed from the field 
in such a manner as to ensure that the varietal purity of the 
seed is maintained. 

(ii) The seed should be stored, in compliance with fed- 
eral or state regulations, in a clean, cool, dry area. 

(iii) The seed containers should be labeled for identifica- 
tion in compliance with chapter 16-301 WAC. 


VEGETATIVELY PROPAGATED HEMP (CANNABIS 
SATIVA L. SUBSP. SATIVA) CERTIFICATION 
STANDARDS 


NEW SECTION 


WAC 16-302-870 General standards specific to vege- 
tatively propagated hemp. The general requirements for 
seed certification found in WAC 16-302-005 through 16- 
302-130 of the genetic and crop standards apply to (are basic) 
all crops, and together with the following specific standards, 
constitute the certified vegetatively propagated hemp stan- 
dards. 


NEW SECTION 


WAC 16-302-875 Definitions specific to vegetatively 
propagated hemp. "Clones" are asexually propagated prog- 
eny genetically identical to the stock plant. 

"Cuttings" are portions of stems containing leaves which 
are rooted to produce clones. 

"Micropropagation" is the science of plant multiplication 
in-vitro. 

"Structure or field" is the production area enclosed by 
natural borders such as ditches, tree lines, buildings, roads, or 
an enclosed growth facility. 


NEW SECTION 


WAC 16-302-880 General planting stock certifica- 
tion standards for vegetatively propagated hemp. The 
general planting stock certification standards are further 
defined to apply specifically to hemp planting stocks. Classes 
and sources of certified planting stocks are: 

(1) Breeder plant stock (source seed) is propagation 
material identified by the breeder, or the breeder's representa- 
tive. The breeder must also declare and document the way 
parent lines are selected and how the plant stock is main- 
tained. 

(2) Mother plant is a plant produced from a breeder plant 
stock. 

(3) Certified plants are plants produced from mother 
plants. Certified plants may be used to produce certified stock 
in the growth facility or D1 daughter stock. Certified plants 
are propagated as follows: 

(a) Mother plants may be cut repeatedly to produce D1 
daughter plants. D1 daughter plants are produced by cuttings 
from mother plants. 
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(b) D1 daughter plants may be cut repeatedly to produce 
D2 daughter plants. D2 daughter plants are produced by cut- 
tings from D1 daughter plants. 

(c) D2 daughter plants may be cut repeatedly to produce 
D3 daughter plants. D3 daughter plants are produced by cut- 
tings from D2 daughter plants. 

(4) The grower shall retain documentation of the parent 
being used to generate clones. 

(5) All grower records and grower developed best man- 
agement practices (BMPs) related to the production of hemp 
clones shall be available for inspection by the certifying 
agency. 


NEW SECTION 


WAC 16-302-885 Production certification standards 
for vegetatively propagated hemp. (1) Mother plant pro- 
duction: 

(a) All Mother plants are to be inspected by a certifying 
agency periodically. 

(b) Inspection of structures and fields will conform to 
documented and verifiable production standards listed below. 

(2) Growth facilities and field production: 

(a) Production requirements for growth facility produc- 
tion: 

(i) Facility is to be apparently free of diseases, insects, 
and other pests. 

(ii) Hemp clones are to be handled in such a manner as to 
prevent co-mingling of varieties or types. 

(iii) Facility is to have sufficient physical barriers 
between growth areas of hemp and other potential contami- 
nating crops prior to flowering and inspection to prevent 
cross-contamination of type. 

(b) Production requirements for open field production: 

(i) Field eligibility - Crops should not be grown on land 
where remnant seed from a previous crop may germinate and 
produce volunteers that may cause contamination. Crops for 
mother plants must not be grown on land that produced 
another crop of hemp within the previous five years. Crops 
for certified class must not be grown on land that had a hemp 
crop in the preceding three years. 

(ii) Field isolation - Ten feet or an appropriate barrier to 
alleviate accidental mixing of plants. 


NEW SECTION 


WAC 16-302-890 Inspection standards for vegeta- 
tively propagated hemp. (1) Grower responsibility: Main- 
tain certification standards. 

(2) Certifying agency responsibility: 

(a) The agency will inspect growth facilities and fields 
and to audit compliance with the grower developed BMPs 
and their effectiveness. 

(b) Mother plants are inspected within seven days before 
first cutting of daughters for certification. 

(c) Daughter plants are inspected within seven days after 
planting. 

(3) General requirements: Plant increase standards are 
described in WAC 16-302-880 (1)(c)(i), (ii), and (iii) (Gen- 
eral planting stock certification standards for vegetatively 
propagated hemp). 


Proposed 


[118] 


Washington State Register, Issue 21-16 


(4) General inspection standards of plants: 
(a) Apparently free of diseases, insects, and other pests. 
(b) True-to-type characteristics. 


HEMP TRANSPLANTS (CANNABIS SATIVA L. 
SUBSP. SATIVA) CERTIFICATION STANDARDS 


NEW SECTION 


WAC 16-302-895 General certification standards 
specific to hemp transplants. (1) The general requirements 
for seed certification found in WAC 16-302-005 through 16- 
302-130 of the genetic and crop standards apply to (are basic) 
all crops, and together with the following specific standards, 
constitute the standards for certification of hemp transplants 
(including seedlings and plugs). 

(2) All certified transplants must be grown from a class 
of certified seed or certified clones. Proof of seed/clone eligi- 
bility shall be established by providing either a certified 
tag/label with invoice showing the lot number and pounds 
received or documentation of clone propagation under clone 
standards found in the hemp section of the AOSCA Seed Cer- 
tification Handbook published in June 2020. This section of 
the handbook will be provided by the department upon 
request. 

(3) Seed coated or pelleted by nonapproved conditioners 
will not be eligible for certification. 

(4) All containers must be labeled in a manner that main- 
tains the source, identity, and certification eligibility of the 
transplants. All containers offered for sale must be identified 
by the official seed certification tag/label. The tag/label must 
be affixed (stapled, for example) to trays so tags/labels are 
not misplaced. 


NEW SECTION 


WAC 16-302-900 Definitions specific to hemp trans- 
plants (Cannabis sativa L. subsp. sativa) certification 
standards. "Clones" are asexually propagated progeny 
genetically identical to the stock plant. 

"Plugs" are young plants raised in small, individual cells, 
intended for transplanting at another production site. 

"Seedlings" are plants grown from seeds. 

"Transplants" means hemp plants that originate from 
either seed or clones that are kept in a vegetative state (before 
flowering) that will be moved to another production site. 


NEW SECTION 


WAC 16-302-905 Growth facility, field and trans- 
plant standards. (1) Traditional outdoor plant beds (fields) 
will be inspected at least two times for phenotypic purity, iso- 
lation, general physical condition, and appearance of plants. 

(2) Growth facility produced plants shall be inspected at 
least two times for varietal labeling, phenotypic purity, isola- 
tion, general physical condition, and appearance of plants. 

(3) Maximum off-type or other variety shall not exceed 
0.2%, or 20 in 10,000. Nonconforming plants must be 
removed and destroyed. 

(4) At the time of the final inspection, the number of 
transplants produced must be verified by agency personnel. 
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(5) Transplants may be rejected for noncompliance with 
these standards. 

(6) Inspectors may also reject transplants due to unsatis- 
factory appearance such as any plants that are diseased, insect 
infestation, or otherwise stressed or any condition which pre- 
vents thorough inspection. 

(7) Unlabeled or inadequately labeled transplants will be 
ineligible for certification. 

(8) At the final inspection, transplants may be collected 
for post-control grow outs or other identification verification 
tests if required by agency. 

(9) Certifying agency personnel may conduct additional 
inspections as necessary to ensure certification standards are 
met. 


NEW SECTION 


WAC 16-302-910 Growth facility isolation stan- 
dards. (1) When two or more varieties are being grown in the 
same greenhouse or traditional outdoor plant bed (field), 
there must be an eighteen-inch unplanted area between the 
varieties. The production area, flats, and/or containers for 
each variety must be clearly labeled in a manner that prevents 
mixing or misidentification. 

(2) Growers must handle transplants throughout the 
growing, harvesting, and transplant sales in a manner that 
prevents the accidental or mechanical mixture of containers 
of different varieties. 


NEW SECTION 


WAC 16-302-915 Labeling standards for certified 
transplants. All certified transplants offered for sale must be 
labeled with official certification tags or labels. Each con- 
tainer of transplants must have an agency certification label 
firmly attached to be sold as certified transplants. Failure to 
properly label transplants at the time of sale, will revoke the 
certification status and will result in not being eligible for sale 
as certified transplants. 


FEMINIZED HEMP SEED (FHS) (CANNABIS SATIVA 
L. SUBSP. SATIVA) CERTIFICATION STANDARDS 


NEW SECTION 


WAC 16-302-920 Application of genetic certification 
standards specific to feminized hemp seed (FHS). (1) The 
general requirements for seed certification found in WAC 16- 
302-005 through 16-302-130 of the genetic and crop stan- 
dards apply (and are basic) to all crops, and together with the 
following specific standards, constitute the certified femi- 
nized hemp seed standards. 

(2) The genetic and crop standards are modified as fol- 
lows: 

(a) To be eligible for seed certification under this stan- 
dard, hemp varieties must have received favorable action by 
one or more of the following processes recognized by 
AOSCA, including: 

(i) AOSCA variety review board; or 

(ii) Plant variety protection office or breeder rights state- 
ments; or 
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(iii) Any individual AOSCA vested member agency; or 

(iv) Acceptance for certification under the OECD seed 
schemes. 

(b) Designation of classes of seed: 

(i) Only the certified class is recognized in the produc- 
tion of feminized hemp seed. The foundation class is allowed 
for the purpose of variety maintenance. 

(ii) A feminized seed variety to be certified must be pro- 
duced from seed or clonal stocks approved by the official cer- 
tifying agency. These seed and clonal stocks shall consist of 
female lines and chemically assisted pollen shedding female 
lines of any class of certified seed or clones. 

(c) Growers are required to obtain tetrahydrocannabinol 
(THC) test results as required by chapter 16-306 WAC. 


NEW SECTION 


WAC 16-302-925 Definitions and common terms 
specific to feminized hemp seed (Cannabis sativa L. 
subsp. sativa) certification standards. "Approved cultivar" 
is any variety designated as eligible for production by federal 
or local regulatory authorities. 

"Dioecious type" means with male and female flowers 
on separate plants. 

"Feminized hemp seed (FHS)" is the progeny of a dioe- 
cious female plant that has been pollinated with pollen 
derived from the same or another dioecious female plant that 
has been induced to produce pollen. It is a true female plant 
with XX chromosomes. 

"Hemp" is defined by the U.S. Domestic Hemp Produc- 
tion Program as the plant species Cannabis sativa L. and any 
part of that plant, including the seeds thereof and all deriva- 
tives, extracts, cannabinoids, isomers, acids, salts, and salts 
of isomers, whether growing or not, with a delta-9 tetrahy- 
drocannabinol concentration of not more than 0.3 percent on 
a dry weight basis or as otherwise defined by federal law. 

"Hermaphroditic plants" are plants exhibiting male and 
female flowers, not true females. 

"Monoecious type" means with male and female flowers 
on the same plant. 

"Pollen parent" means a reversed female plant from the 
female line or another reversed female line to create a hybrid. 

"Reversed female" means female plants that are induced 
to produce pollen in replacement of true male plants. 

"Seed parent" means female plants used to produce fem- 
inized hemp seed. 

"Sporting male" is a female plant that produces sterile 
male flowers. 

"THC" means delta-nine (A9) tetrahydrocannabinol, 
which is the component of hemp regulated by federal or local 
regulatory authorities. 

"Variety" means a subdivision of a kind that is distinct, 
uniform, and stable; "distinct" in the sense that the variety can 
be differentiated by one or more identifiable morphological, 
physiological, or other characteristics from all other varieties 
of public knowledge; "uniform" in the sense that variations in 
essential and distinctive characteristics are describable; and 
"stable" in the sense that the variety will remain unchanged in 
its essential and distinctive characteristics and its uniformity 
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when reproduced or reconstituted as required by the different 
categories of varieties. 

"Volunteer plant" is a hemp plant that was not intention- 
ally planted and is the result from a previous crop. 


NEW SECTION 


WAC 16-302-930 Growth facility and land require- 
ments specific to feminized hemp seed (Cannabis sativa L. 
subsp. sativa) certification standards. (1) Growth facility 
must only contain certified hemp production. Multiple FHS 
varieties may be present but no other hemp plants are allowed 
except for pollen parent plants that are the pollen source. 

(2) Growth facility must be free of all plants for a mini- 
mum of six weeks prior to receiving plants at the beginning 
of the crop year or production season unless the previous crop 
was the same variety. If sanitation is used to reduce the hemp 
free period, a sanitation plan must be submitted to the certify- 
ing agency. Pollen sanitation is not required if the entire 
greenhouse facility produces only one pollen source and 
other female lines are continually rogued to prevent contam- 
inating pollen sources. 

(3) Certified feminized hemp seed crops must not be 
grown on land which: 

(a) In either of the preceding two years produced a non- 
certified crop of hemp or a different variety of hemp. 

(b) In the preceding year produced a certified crop of a 
different variety. 

(4) Weeds: 

(a) The presence of broomrape (Orobanche spp.) in 
hemp crops is cause for rejection. 

(b) Excessive weeds obscuring field inspection shall be 
grounds for rejection. 


NEW SECTION 


WAC 16-302-935 Growth facility and field standards 
specific to feminized hemp seed (Cannabis sativa L. 
subsp. sativa) certification standards. (1) Crop inspection: 

(a) It is the grower's responsibility to ensure that growth 
facility and field inspections are conducted by the authorized 
inspector at least twice prior to swathing or harvesting. 

(b) A growth facility or field that is cut, swathed, or har- 
vested prior to crop inspection is not eligible for certification. 
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(c) Inspections of pollen parent plants and seed parent 
plants must be at a stage of growth when varietal purity is 
best determined. Crops not inspected at the proper stage for 
best determining varietal purity may be cause for rejection. A 
minimum of two inspections are required. 

(i) First inspection for pollen parent and seed parent 
plants must be made just before or at early flowering. The 
pollen parent must be inspected prior to pollen collection or 
dispersal. 

(ii) Second inspection for pollen parent and seed parent 
types must be completed after pollen shed and seed fill. 

(iii) Isolation areas will be inspected for any volunteer 
hemp plants on each inspection. 

(2) Specific: For the production of FHS varieties via pol- 
len shedding by the chemically reversed female plants: 

(a) Detailed records shall be created and maintained on 
the pollen parent, such as the chemical application dates, con- 
centration, and the pollen collection date. 

(b) Pollen storage containers (if used) must be marked 
with lot number and source. 

(c) Chemically reversed female plants (pollen parent) 
must be removed and destroyed after pollen collection is 
complete. 

(d) Male, sporting male, and hermaphroditic plants must 
be removed from the growth facility or field and a record of 
roguing activities must be maintained. 

(3) Isolation: 

(a) Certified feminized hemp seed fields must be isolated 
from all other contaminating pollen sources by the distances 
provided in Table 1. Roguing to eliminate all possible con- 
taminating pollen must be accomplished prior to visible 
flower formation. 

(b) Greenhouse production of certified feminized seed is 
allowed if mechanical isolation of pollen sources is pro- 
vided. Additional greenhouse requirements include: 

(i) Method of pollen exclusion must be documented and 
submitted to the certifying agency. 

(ii) Each greenhouse facility is limited to one variety or 
multiple varieties when one pollen parent is utilized for all 
varieties. 

(iii) Each variety must be clearly labeled and easily iden- 
tifiable from one another. 

(c) Off season greenhouse production when outside pol- 
len sources are not alive may reduce the isolation require- 
ment. 


Table 1: Minimum Isolation Distances Required Between Inspected Hemp and Other Crops 


Inspected Crop 


Other Hemp Crops 


Isolation Distance 
Required (feet) 


Feminized hemp seed 


- Noncertified crop of hemp 


- Variety of hemp, or other contaminating pollen source that has pol- 
len shedders present, this includes other greenhouse complexes 


- Different varieties of the same type of hemp with no male shedders 
present in field that is not for seed production 

- Planted with certified seed of the same variety that meets certified 
standards for varietal purity and no male shedders present in field 


15,748 


dards for varietal purity 


- Certified seed crop of the same variety that meets certified stan- 3 
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(4) Impurity standards: 

(a) Impurities should be removed prior to crop inspection. 

(b) Any combination of impurities may be reason for declining certified status. 

(c) Table 2 indicates the maximum number of impurities permitted in approximately ten thousand plants of the inspected 
crop. The inspector makes at least six counts of a total of at least ten thousand plants to determine the number of impurities. The 
resulting average of these counts must not exceed the maximum impurity standards in Table 2. 


Table 2 
Inspected Crop Maximum Impurity Standards per 10,000 plants in Hemp Seed Crops 
Maximum Number of Plants Maximum Number of Off-Types or 
Shedding Pollen Other Varieties 
Feminized hemp seed 0 20 


NEW SECTION 
WAC 16-302-940 Seed standards for feminized hemp seed (Cannabis sativa L. subsp. sativa) certification standards. 


Feminized Hemp Seed Standards 
Standards for Each Class 


Factor Foundation Certified 
Pure seed (minimum) 98.00% 98.00% 
Inert matter (maximum)* 2.00% 2.00% 
Weed seed (maximum) 0.10% 0.10% 
Total other crop (maximum) 0.01% 0.08% 
Other varieties (maximum) 0.005% 0.05% 
Other kinds (maximum)** 0.01% 0.07% 
Germination (minimum)*** 80.00% 80.00% 
Feminized Seed*** 99.00% 99.00% 


* Inert matter shall not include more than 0.5 percent of material other than seed fragments of the variety under consideration. 
** Other kinds shall not exceed 2 per Ib. (454 grams) for foundation; 10 for certified. 


*** Determined by variety verification trial or approved molecular testing. 
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